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The  Board  of  Gas  and  Electric  Light  Commissioners  respectfully 
submits  its  Fifth  Annual  Report. 

The  name  of  the  Board  was  changed  by  chapter  373  of  the  Acts 
of  last  year,  that  it  might  designate  both  branches  of  the  business 
placed  under  its  supervision  by  previous  statutes.  In  the  State  there 
are  75  gas  companies,  26  of  which  have  the  right  to  supply  both  gas 
and  electricity  ;  and  100  electric  light  and  power  companies,  many  of 
them  recently  incorporated.  Probably  three-fourths  of  the  electric 
light  and  power  companies  were  actually  engaged  in  business  at  the 
close  of  the  year.  So  far,  the  observation  of  the  Board,  and  it  is 
hoped  the  administration  of  its  duties,  have  fully  justified  the  policy 
of  the  Legislature,  as  shown  in  the  various  acts  for  the  regulation 
and  control  of  the  gas  and  electric  companies  in  the  Commonwealth. 
The  number  of  companies  which  can  conveniently  do  the  business 
must  be  necessarily  limited,  owing  to  the  nature  of  the  work,  and  to 
the  fact  that  much  of  it  must  be  done  in  the  public  streets.  With  the 
best  regulation,  and  only  companies  and  plants  sufficient  to  meet  the 
wants  of  the  consumers,  there  must  still  be  considerable  interference 
with  the  streets  and  highways.  The  Board  has  endeavored  always 
to  keep  in  mind  the  welfare  of  the  different  communities  in  which  it 
has  been  called  to  act.  In  the  smaller  cities  and  towns,  following 
the  policy  indicated  by  the  Legislature,  it  has  great  confidence  in  the 
wisdom  of  allowing  one  company  to  do  all  the  lighting.  When  the 
'T  attention  of  consumers  has  been  called  to  the  provisions  in  the  laws 
I 'T  adopted  for  their  protection,  especially  to  the  statutes  which  allow  the 
;^  f  Board  to  fix  the  price  of  light,  or  compel  its  supply  when  reasonably 
demanded  by  a  citizen,  or  direct  an  improvement  in  the  quality  of  the 
light  furnished,  a  very  general  approval  of  the  enactments  and  of  the 
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action  under  them  has  been  manifested.  Simply  informing  a  com- 
pany of  any  complaint  against  it,  has,  as  a  rule,  produced  the  desired 
result  and  brought  about  the  remedy.  The  statutes  by  their  very 
existence  keep  the  companies  on  the  alert,  and  the  people  derive  a 
benefit  from  them  much  beyond  what  is  disclosed  by  formal  proceed- 
ings before  the  Board.  Indeed,  companies  frequently  request  that 
they  may  be  speedily  and  informally  notified  of  any  complaint,  and, 
with  scarcely  an  exception,  have  shown  a  hearty  alacrity  in  conform- 
ing with  the  suggestions  of  the  Board. 

In  construing  and  applying  the  recent  statutes  according  to  their 
true  meaning  and  intent,  the  commissioners  have  been  called  upon,  in 
several  cases  of  appeal,  to  deny  new  companies  the  privilege  of  going 
into  business.  Unless  it  was  made  clear  that  a  new  company  could 
perform  the  work  and  supply  a  community  better  and  more  cheaply 
than  could  be  done  by  the  existing  company  or  companies,  they  have 
felt  obliged  and  believed  it  wise  not  to  license  another  company. 
The  energy  and  enterprise  shown,  especially  in  the  electric  lighting 
branch  of  the  business,  have  been  so  great,  and  withal  so  commend- 
able, that  the  Board  has  often  with  reluctance  felt  obliged  to  render 
an  adverse  decision,  as  the  only  one  consistent  with  the  true  interpre- 
tation of  the  laws  applicable  in  the  case,  and  most  beneficial  to  the 
permanent  interests  of  the  city  or  town.  The  various  decisions  wiU 
be  found  in  the  body  of  the  report. 

Since  the  Board  was  given  supervision  of  electric  light  companies, 
its  incidental  expenses  have  necessarily  increased.  It  is  suggested 
that  the  law  should  allow  a  larger  appropriation  therefor. 

GAS   COIklPANIES. 

The  Cottage  City  Gas  Company,  having  gone  into  insolvency  in 
December,  1888,  its  assignees  sold  the  property  of  the  company  to 
parties  who  obtained  a  charter  under  the  name  of  the  Cottage  City 
Gas  and  Electric  Company.  The  business  has  been  so  interrupted 
that  no  report  of  any  value  could  be  made. 

The  Citizens  Steam  and  Gas  Light  Company  of  Lynn  gave  up 
making  gas  the  first  part  of  1889,  and  the  works  were  destroyed  in 
the  late  fire.  No  report  for  the  last  year  has  been  received,  and  the 
address  of  its  officers  is  unknown  to  the  Board. 
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The  New  Bedford  Gas  Light  Company,  by  chapter  295  of  the  Acts 
of  1889,  was  authorized  to  supply  gas  and  electricity  in  the  town  of 
Fairhaven. 

WATER  GAS. 

The  Board  since  its  last  report  has  continued  its  investigations  on 
the  subject  of  water  gas.  It  is  understood  that  the  parties  in  interest 
do  not  desire  to  offer  further  evidence  in  the  cases  pending  at  the 
close  of  the  year.  The  Board  believes  that  some  modification  of  the 
present  law  is  desirable,  and  that  a  report  of  the  work  of  the  com- 
missioners in  this  branch  of  their  duties  ought  to  be  .made  to  the 
Legislature  at  the  present  time. 

In  the  course  of  its  inquiries  the  Board  has  endeavored  to  ascertain 
what  commercial  advantages,  if  any,  might  accrue  to  the  companies 
from  an  extension  of  the  present  statutory  limit  of  carbonic 
oxide,  believing  that  in  any  such  advantages  the  consumers  would 
ultimately  share,  and  that  the  companies  ought  to  be  permitted  to 
avail  themselves  of  them,  if  they  could  do  so  without  prejudice  to 
the  public  interest.  For  this  purpose  information  has  been  obtained 
by  personal  inspection  and  correspondence  from  more  than  a  hundred 
companies.  The  Board  desires  to  gratefully  recognize  the  uniform 
courtesy  which  has  been  freely  extended  it  by  the  engineers  in  charge 
of  water-gas  works  in  other  States,  and  to  acknowledge  its  obligations 
for  the  information  so  freely  furnished. 

It  is  clear  that  the  cost  of  gas,  whether  coal  or  water,  is  not  an 
inflexible  figure,  the  same  for  all  times  and  places ;  an  advance  of 
fifty  cents  per  ton  in  coal  or  of  one  cent  per  gallon  in  oil,  making  an 
increase  of  ten  per  cent,  in  the  cost  of  coal  and  water  gas  respectively. 
In  certain  large  works,  where  both  kinds  of  gas  have  been  made,  the 
advantage  in  cost  of  production  has  been  sometimes  with  one,  some- 
times with  the  other  kind  of  gas.  There  are  more  exclusively  water- 
gas  works  in  the  anthracite  coal  I'egion  in  Pennsylvania,  and  within 
easy  reach  of  it,  than  in  any  other  portion  of  the  country  of  the  same 
area ;  because  there  the  price  of  anthracite  coal  has  been  low,  and 
that  of  gas  coal  relatively  very  high.  The  particular  location  of  a  gas 
works,  and  its  arrangement,  the  quality  of  the  materials  and  kind  of 
apparatus  used,  and  the  kind  of  labor  and  superintendence  available, 
may  make  even  larger  variations  in  the  cost  of  either  gas. 
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The  expenses  of  distribution,  management,  taxes,  etc.,  are  not 
likely  to  vary  greatly,  whether  coal  or  water  gas  is  the  product ;  so 
that  the  fact  of  value  in  estimating  the  cost  of  the  two  gases  is  the 
cost  to  manufacture  or  cost  in  the  holder,  as  distinguished  from  cost 
at  the  meter. 

The  principal  items  of  cost  in  the  holder  are  for  materials,  coal  and 
oil,  labor  and  repairs.  From  the  cost  of  materials  in  coal  gas  is  to 
be  deducted  the  very  considerable  receipts  from  the  sale  of  coke,  tar 
and  ammoniacal  liquor.  Under  the  best  conditions  in  this  State  these 
receipts  have  reached  fifty  per  cent,  of  the  cost  of  coal,  and  in  some 
companies  more  favorably  situated  they  have  reached  a  much  higher 
percentage. 

A  ton  of  good  gas  coal  will  yield  approximately  ten  to  eleven 
thousand  feet  of  gas.  In  order  to  secure  the  candle-power  usually 
supplied  in  this  State  there  must  be  added  about  ten  per  cent,  of 
caunel,  or  something  more  than  five  gallons  of  oil,  equivalent  to  more 
than  one-half  gallon  per  thousand  feet. 

In  the  production  of  illuminating  water  gas  there  is  commonly  used 
more  than  fifty  pounds  of  hard  anthracite  coal  and  from  five  to  six 
and  one-half  gallons  of  oil  for  every  thousand  feet  of  gas,  although 
in  the  very  best  works  and  under  very  favorable  conditions  these 
quantities  may  be  slightly  reduced.  These  two  items  nearly  make  up 
the  cost  of  water  gas  in  the  holder. 

In  coal  gas  the  cost  of  labor  is  a  most  important  element.  It  often 
nearly  equals  one-half  the  gross  cost  of  materials,  and  in  many  com- 
panies does  not  vary  much  from  the  net  cost  of  coal.  In  water  gas 
the  cost  of  labor  is  small. 

It  has  been  very  difficult  for  the  Board  to  obtain  definite  and 
reliable  information  as  to  the  cost  of  repairs  in  water-gas  works.  It 
is  not  a  very  considerable  item  in  coal  gas,  and  is  probably  about 
one-half  as  much  in  water  gas. 

The  following  figures  show  the  range  of  cost  in  certain  companies, 
each  item  being  calculated  independently  of  the  other,  and,  it  is 
believed,  fairly  indicate  the  difference  of  cost  in  the  holder  of  the 
two  gases :  — 
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Materials. 

Coal  Gas. 

Gas  coal, 40  to  43  cents. 

Oil  or  cannel,         .        .        .     '   .        .        .  3  to    7  cents. 

Residuals,      .        .        .    '     .        .        .        .  13  to  23  cents. 

Net,  for  materials, 20  to  30  cents. 

Labor, 14  to  20  cents. 

Kepairs,          .        .        .        .        .        .        .  5  to    8  cents. 

Total, 60  to  57  cents. 

Water  Gas 

Coal, .        .  11  to  15  cents. 

Crude  oil,       .         .        .        .        .        .        .  13  to  18  cents. 

Naphtha, 24  to  33  cents. 

,,  ,    .  ,  C  26  to  33  cents.* 

Materials, S  oo  ^-    Ar^        +   j. 

/  38  to  45  cents. f 

Labor,    . 5  to  11  cents. 

Repairs, 2  to    3  cents. 

Total, 46  to  56  cents. 

The  figures  relating  to  coal  gas  are  taken  from  the  returns  of 
certain  companies  in  this  State,  as  made  to  the  Board.  Tiie 
figures  relating  to  water  gas  are  estimates  based  upon  information 
procured  without  the  State,  and  intended  to  show  what  the  same 
companies  might  do  at  current  rates  for  materials,  if  they  were 
making  this  instead  of  coal  gas.  It  may  be  noted  that  the  com- 
panies now  making  water  gas  in  this  State  have  not  yet  been  able  to 
equal  the  figures  given.  The  relations  shown  above  may  be  greatly 
changed  at  any  time.  The  figures  given  for  naphtha  and  crude  oil 
are  suggestive.  A  few  years  ago,  when  the  number  of  water-gas 
works  was  small,  the  price  of  naphtha  was  about  the  same  as  that 
of  crude  oil  to-day.  As  the  demand  for  naphtha  for  gas-making 
purposes  increased,  the  price  advanced  to  a  point  which  nearly 
neutralized  the  advantages  of  its  use.  Recently  a  crude  oil,  from  the 
Ohio  fields,  difficult  to  refine,  has  come  upon  the  market  at  a  low 
price,  and  an  apparatus  specially  adapted  for  it  has  again  reduced 
the  cost  of  water  gas  to  the  low  point  reached  when  naphtha  was  first 
introduced.     There  are  now  signs  of  an  advance  in  its  price. 

There  have  been  great  improvements  in  water-gas  apparatus,  and 
there  is  much  activity  in  this  direction  now.  It  is  now  claimed  that 
cheap  bituminous  coal  and  slack  can  be  made  to  do  the  work  of 
expensive  anthracite ;   and,   if  the  expectations  of  the  inventors  of 

*  Crude  oil.  t  Naphtha. 
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this  new  process  are  realized,  the  cost  of  producing  water  gas  may  be 
greatly  lessened. 

In  companies  whose  output  is  below  a  certain  limit,  the  peculiar 
conditions  under  which  they  make  gas  cause  the  cost  to  vary  greatly 
from  the  figures  given  above.  In  these  the  cost  per  thousand  feet  for 
both  coal  and  labor  rises  rapidly  where  coal  gas  is  made.  There  is 
little  or  nothing  obtainable  from  residuals,  as  all  or  nearly  all  the  coke 
is  used  to  carbonize  the  coal,  and  the  production  of  gas  per  man  is 
much  reduced,  since  of  necessity  the  gas  maker  must  be  idle  much  of 
the  time.  In  a  properly  constructed  water-gas  works  of  very  small 
output,  while  the  cost  of  coal  may  be  easily  doubled  by  the  necessity 
for  frequently  cooling  and  reheating  the  apparatus,  the  cost  of  labor 
is  not  materially  different  from  the  same  item  in  large  works.  In  a 
single  day  one  man  may  make  and  store  water  gas  sufficient  for 
several  days'  consumption,  during  which  the  works  need  no  attention, 
and  the  gas  maker  can  devote  himself  to  the  numerous  other  details 
of  the  business.  Instances  have  been  observed  by  the  Board,  in 
other  States,  where  smaU  works  have  been  carried  on  in  this  manner 
with  apparently  good  results.  For  reasons  not  easy  to  enumerate, 
the  attempts  by  small  companies  in  this  State  to  pursue  a  similar 
course  have  not  heretofore  been  entirely  successful. 

Although  in  the  larger  works,  except  in  favored  localities,  the 
commercial  advantages  of  manufactiu'ing  exclusively  coal  or  water 
gas  may  not  be  considerable,  with  the  methods  and  apparatus 
now  most  in  use,  the  advantage  to  company  and  consumer  in  the 
combination  of  the  two  gases  is  now  generally  recognized  by  the 
larger  companies,  and  nearly  one-third  of  all  the  companies  in 
the  country  manufacture  some  water  gas.  The  development  of 
electric  light,  combined  with  other  causes,  has  greatly  increased 
the  public  demand  for  light ;  a  gas  of  fifteen  or  sixteen  candles 
is  no  longer  acceptable,  and  from  eighteen  to  twenty  candle  gas  is 
as  low  as  companies  in  the  larger  towns  and  cities  think  it  wise 
to  distribute.  Gas  of  this  quality  cannot  be  produced  with  ordinary 
coal  alone,  but  requires  the  addition  of  cannel  coal  or  of  oil ;  which 
latter,  from  its  low  cost  and  the  facilities  for  handling,  has  been  most 
generally  adopted.  For  this  use  of  oil  the  ordinary  appliances  of  a 
coal-gas  works  are  but  poorly  adapted.  When  oil  is  used  in  them,  it 
has  shoAvn  a  decided  tendency  to  pass  with  the  coal  gas  as  a  vapor, 
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much  of  which  is  subsequently  deposited  in  the  mains  or  fixtures  in  a 
hquid  form,  or,  by  causing  a  hard  substance  to  form  at  the  tip, 
obstructs  the  flow  of  gas,  and  causes  the  forked  and  irregular  flame  so 
common  where  such  gas  is  used  ;  and  the  gas  often  manifests  an  uncon- 
trollable tendency  to  smoke.  To  a  high  candle-power  secured  in 
this  way  is  often  due  the  blackened  spots  in  the  ceilings  of  dwelling- 
houses  where  such  gas  is  used. 

A  water-gas  apparatus  affords  the  means  for  avoiding  these  diffi- 
culties. In  this  the  heats  best  adapted  to  breaking  up  the  oily 
particles  into  a  fixed  gas  may  readily  be  attained,  and  gas  of  a  very 
high  candle-power  be  made.  When  coal  gas  is  made  at  the  same 
works,  and  the  two  are  mixed  in  the  proper  proportions  and  best 
manner,  the  unfortunate  results  mentioned  as  due  to  oil  should  not 
occur.  The  gas  is  composed  of  the  same  constituents,  but  in  different 
proportions,  and  reaches  the  burner  with  that  combination  of  heating 
and  illuminating  elements  calculated  to  produce  a  clear,  white 
flame,  free  from  smoke. 

Numerous  other  reasons  suggested  by  local  conditions  have  induced 
companies  to  add  to  coal-gas  works  apparatus  for  making  water  gas. 
It  enables  a  company  to  easily  meet  a  sudden  demand  for  an  unusual 
amount  of  gas.  It  can  be  made  ready  for  gas-making  at  an  hour's 
notice,  then  allowed  to  cool  when  the  demand  is  over,  and  this  course 
repeated  indefinitely  without  injury,  while  coal-gas  benches  once 
treated  in  this  manner  would  probably  need  rebuilding.  An  unex- 
pected dark  day  may  thus  be  readily  provided  for,  and  the  considerable 
changes  in  consumption  where  street  lights  are  burned  by  moon 
schedule,  but  are  unexpectedly  called  for  on  stormy  nights.  In  some 
places  the  increased  consumption  has  made  necessary  some  increase 
in  the  capacity  of  the  works,  which  has  been  secured  with  less  expense 
for  extension  by  the  introduction  of  water-gas  apparatus,  with  a  con- 
sequent saving  in  capital  account.  A  brief  period  of  extraordinary 
consumption  in  midwinter  is  sometimes  provided  for  in  this  way.  In 
many  works  where  both  kinds  of  gas  are  made,  coke  produced  at  the 
works  is -substituted  for  anthracite  coal,  furnishing  a  profitable  use 
for  surplus  coke,  and  preventing  a  reduction  of  its  price. 

These  are  some  of  the  indirect  advantages  resulting  from  a  manu- 
facture of  both  kinds  of  gas  in  the  same  works.  They  are  quite 
independent  of  whether  one  gas  made  alone  costs  a  little  more  or  less 
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than  the  other.     To  secure  them  requires  the  distribution  of  a  gas 
containing  somewhat  more  than  ten  per  cent,  of  carbonic  oxide. 

The. question  of  the  comparative  safety  of  water  and  coal  gas  is  a 
very  pei*plexing  and  difficult  one  to  solve  satisfactorily.  One  or 
moi'e  members  of  the  Board  have  personally  examined  the  premises 
where  a  large  number  of  deaths  have  occun-ed  from  asphyxiation  by 
inhaling  illuminating  gas  in  Brooklyn,  New  York  City,  Baltimore 
and  other  cities.  A  few  of  these  deaths  were  caused  by  coal  gas, 
others  probably  by  a  mixed  gas  ;  but  the  larger  number  were  due  to 
water  gas.  Some  valuable  suggestions  have  been  obtained  from  these 
inquiries,  although  great  difficulty  was  experienced  in  securing  exact 
or  definite  information.  It  was  impossible,  for  instance,  in  most 
cases  to  ascertain  the  length  of  time  the  gas  was  discharged  into  the 
room  ;  and  in  many  cases  the  size  of  the  burner,  and  whether  partially 
or  wholly  open,  wei'e  only  matters  of  conjecture.  Most  of  the  acci- 
dents investigated  occurred  at  the  cheaper  boarding  and  lodging 
houses.  It  was  found  in  one  city —  and  the  same  facts  also  applied 
to  the  others  in  a  less  degree  — that  a  very  low  price  for  gas,  great 
activity  on  the  part  of  competing  companies  in  canvassing  for  cus- 
tomers, and  the  A^ery  favorable  terms  that  were  made  for  piping 
buildings  and  furnishing  fixtures,  liad  led  to  the  introduction  of 
gas  into  the  very  cheapest  lodging  and  boarding  houses  that  are  fre- 
quented by  the  dissolute  and  ignorant  classes.  In  several  instances 
it  was  evident  that  the  inhaling  of  gas  alone  would  not  have  produced 
death,  but  caused  it  by  aggi'avating  diseases  existing  at  the  time  of 
the  accident.  Some  of  the  rooms  contained  less  than  500  cubic  feet 
of  space,  and  the  average  space  of  all  the  rooms  was  about  1,100 
cubic  feet.  The  largest  amount  of  gas  was  75  cubic  feet,  as  nearly 
as  could  be  ascertained,  in  a  room  containing  748  cubic  feet  of  space  ; 
but  there  was  an  open  transom  at  the  time  of  the  accident,  and  the 
person  lived  twelve  hours  after  being  discovered.  The  smallest 
amount  of  gas  was  18  cubic  feet,  in  a  room  containing  806  cubic  feet 
of  space ;  and  the  person  was  dead  when  found.  The  average 
amount  of  gas  in  the  rooms  was  about  38  cubic  feet.  But,  as  before 
intimated,  the  information  in.  regard  to  the  amount  of  gas  in  the 
rooms  where  deaths  occurred  is  unsatisfactory.  In  three  instances 
where  a  man  and  a  woman  occupied  rooms  together,  the  men  died 
and  the  women  recovered. 
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In  addition  to  these  investigations,  the  Board  has  obtained,  from 
newspapers  and  other  sources,  information  in  regard  to  the  deaths  of 
107  persons  in  this  country  from  inhaling  illuminating  gas  during  the 
year  1889.  This  is  probably  not  the  whole  number  of  deaths  from 
this  cause,  but  perhaps  complete  enough  to  give  some  facts  of  inter- 
est in  considering  the  question  of  danger  from  illuminating  gas. 
There  is  conclusive  evidence  that  30  of  these  persons  committed  sui- 
cide, and  there  were  circumstances  attending  the  deaths  of  several 
others  that  indicated  more  or  less  strongly  the  same  cause.  But, 
deducting  from  the  whole  number  only  those  suicides  about  which 
there  can  be  no  doubt,  there  were  77  deaths  caused  by  accidentally 
inhaling  illuminating  gas.  These  occurred  in  the  following  towns  and 
cities,  viz.:  Yonkers,  N.  Y.,  1;  Baltimore,  7;  Oakland,  Cal.,  3; 
Jersey  City,  2;  New  Brunswick,  N.  J.,  1  ;  Amesbury,  Mass.,  1; 
Paterson,  N.  J.,  6  ;  Huntington,  Penn.,  1  ;  and  Bethlehem,  Penn.,  3. 
In  these  places  only  water  gas  is  believed  to  be  manufactured.  In 
New  York  City  there  were  24  deaths  ;  Philadelphia,  2  ;  San  Fran- 
cisco, 7  ;  Chicago, ,5  ;  Brooklyn,  3  ;  "Washington,  D.  C,  2  ;  Minneap- 
olis, 1  ;  Charlestown,  Mass.,  1.  In  these  towns  and  cities  a  mixed 
coal  and  water  gas  is  made,  or  there  are  coal  and  water  gas  plants  in 
operation.  There  was  1  death  in  Cincinnati ;  2  in  Milwaukee  ;  1  in 
Lincoln,  Neb.  ;  1  in  Belleville,  111.  ;  and  1  in  Portland,  Me.  These 
have  only  coal-gas  plants.  The  following  are  the  number  of  deaths 
for  each  month,  viz.  :  January,  9  ;  February,  5  ;  March,  6  ;  April,  3  ; 
May,  5  ;  June,  7  ;  July,  1 ;  August,  1  ;  September,  5  ;  October,  10  ; 
November,  11  ;  December,  12. 

Forty-six  of  the  deaths  occurred  in  hotels,  generally  of  the  cheaper 
class,  lodging  and  boarding  houses  where  the  rooms  were  usually  small 
and  poorly  ventilated.  In  18  of  the  accidents  the  gas  was  blown  out 
by  ignorant  persons,  and  in  46  instances  it  was  found  turned  on  with- 
out any  satisfactory  evidence  as  to  the  cause.  In  8  instances  death 
was  caused  by  gas  stoves,  in  1  by  a  leaking  pipe,  and  in  3  by  defective 
keys  where  the  gas  is  turned  on  at  the  burner.  Twenty-five  of  the 
persons  killed  were  females,  and  52  were  males.  Of  the  males,  17 
were  business  men,  4  farmers,  2  professional  men,  6  laborers,  2 
sailors,  2  mechanics,  1  janitor,  1  railroad  man,  1  teamster,  1  bar- 
tender, 1  waiter,  1  student,  and  7  unclassified.  Ten  of  the  females 
were  servants.     In  20  cases  the  persons  were  more  or  less  intoxicated 
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at  the  time  of  their  deaths.  It  will  be  seen  that  26  of  the  deaths 
occurred  in  places  where  only  water  gas  is  manufactured,  6  in  those 
having  only  coal  gas  plants,  and  46  in  towns  and  cities  where  is 
furnished  a  mixed  water  and  coal  gas,  or  where  there  are  plants  of 
each  gas.  The  largest  number  of  deaths  was  24,  in  New  York  City. 
In  New  England,  where  fourteen  cities  and  towns  are  furnished  with 
water  gas  and  six  with  a  mixed  water  and  coal  gas,  there  were  three 
deaths.  One  of  these  resulted  from  inhaling  water  gas,  one  from 
coal  gas,  and  the  third  one  was  caused  by  a  mixed  water  and  coal 
gas. 

Some  of  the  inferences  to  be  drawn  from  the  above  facts  are  that 
about  thirty  per  cent,  of  the  deaths  from  illuminating  gas  are  suicides, 
that  about  twenty  per  cent,  are  persons  more  or  less  intoxicated  at  the 
time  of  the  accidents,  and  a  considerable  number  are  persons  unac- 
quainted with  the  use  of  gas.  A  comparatively  small  number  of 
cases  are  purely  accidents,  that  could  not  have  been  avoided. 

From  the  fullest  consideration  which  the  commissioners  have  been 
able  to  give  to  the  act,  chapter  428,  Acts  of  1888,  they  believe  that 
the  correct  interpretation  of  the  statute  does  not  permit  them  to  issue 
a  revocable  license  or  one  subject  to  modification,  to  impose  any 
terms  or  conditions  in  the  exercise  of  it,  or  to  qualify  in  any  manner 
the  certificate  which  the  license  must  contain,  "  that  in  their  opinion 
the  gas  can  be  used  with  safety"  for  illuminating  pui-poses.  The 
degree  of  danger  in  the  use  of  coal  gas,  water  gas,  or  a  mixture  of 
the  two,  depends  largely  on  the  amount  of  carbonic  oxide  it  contains. 
It  is  probably  true  that  the  Legislature  of  1880  fixed  the  limit  of  car- 
bonic oxide  at  ten  per  cent. ,  because  that  limit  was  not  exceeded  in 
the  manufacture  of  coal  gas,  and  not  because  it  was  safe.  Many 
reliable  gas  engineers  now  believe,  and  have  expressed  the  opinion  to 
the  members  of  the  Board,  that  commercial  necessities  exist  at  the 
present  time  for  permitting  a  larger  percentage.  The  danger  which 
appertains  to  the  careless  use  of  all  the  gases  named  is  an  obstacle, 
in  the  minds  of  the  commissioners,  against  granting  a  license  in  the 
form  contemplated  by  the  statute.  Coal  gas  is  used  for  illuminating 
purposes,  not  by  reason  of  its  elements  of  safety,  but  because  of  its  ease 
of  distribution,  convenience,  neatness,  economy,  and  the  excellence  of 
its  light.  Its  dangers  are  widely  known.  Water  gas  or  a  mixed  gas  is 
somewhat  more  dangerous  ;  but  should  its  use  be  wholly  prohibited, 
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if  the  present  state  of  the  art  shows  that  in  some  communities  a  bettei 
and  cheaper  light  can  thereby  be  supplied,  and  the  increased  risk  can 
by  care  be  overcome  ? 

In  many  cities  and  towns  a  mixed  gas  is  served,  containing  from 
ten  to  twenty  per  cent,  of  carbonic  oxide  ;  in  others,  water  gas  having 
from  twenty-five  to  thirty  per  cent,  of  the  same  constituent.  In 
these  places,  as  a  rule,  the  question  of  safety  or  danger  does  not  enter 
into  the  calculation  ;  the  managers  of  the  gas  companies  there  simply 
consider  the  economy  and  quality  of  the  light,  and  the  same  is  true  of 
the  consumers.  As  the  accidents  are  chiefly  caused  by  ignorance  or 
carelessness,  the  general  public  feels  no  alarm,  as  people  do  not  ordi- 
narily charge  themselves  with  being  either  careless  or  ignorant.  But 
all  intelligent  persons  agree  that  too  much  caution  cannot  be  exer- 
cised. "When  used  by  watchful,  careful  consumers,  almost  any  gas 
can  be  called  safe  ;  but  in  the  hands  of  the  careless  or  ignorant,  the 
same  gas  will  be  dangerous.  The  more  poisonous  gas  can  perhaps  be 
made  practically  safe  by  keeping  the  gas  pipes  and  fixtures  tight,  by 
the  use  of  smaller  burners,  or  by  providing  ample  means  of  ventilation 
if  the  gas  by  any  means  should  escape. 

If  a  thing  in  itself  be  dangerous,  the  knowledge  of  its  character 
and  a  warning  in  its  use  are  likely  to  prevent  harm.  How  can  a  cer- 
tificate of  safety  be  attached,  without  misleading  the  very  ones  whom 
it  is  desired  to  make  more  careful  ?  Although  a  mixed  gas  or  water 
gas  is  somewhat  more  rapid  in  its  poisonous  effects,  if  inhaled,  than 
common  coal  gas,  is  it  not  quite  probable  that  a  little  more  care 
on  the  part  of  those  who  distribute  and  use  the  gas  may  fuUy  offset 
the  increased  element  of  danger  it  contains  ?  The  mere  knowledge 
that  it  is  more  harmful  would  naturally  lead  people  to  be  more  care- 
ful. Some  of  the  accidents  are  caused  by  defective  fixtures  or 
burners ;  these  could  be  inspected  and  kept  in  repair.  A  company 
might  be  required  to  examine  them  periodically.  If  the  proportion 
of  carbonic  oxide  be  extended,  especially  to  the  degree  found  in  water 
gas,  the  size  and  number  of  burners  in  sleeping  apartments  might  be 
limited,  and  means  of  ventilation  insisted  upon.  The  attention  which 
has  of  late  been  called  to  deaths  by  the  inhalation  of  gas  has  led 
inventors,  with  more  or  less  success,  towards  the  discovery  of  some 
automatic  device  for  closing  the  pipe  or  burner,  in  case  the  light  is 
blown  out  or  by  some  accident  the  gas  is  turned  on.     Something  of 
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the  kind  might  be  desirable,  especially  in  lodging  rooms.  These  sug- 
gestions are  made  simply  by  way  of  illustration.  Other  and  more 
effective  provisions  might  be  adopted.  The  Board  is  firmly  of  the 
opinion  that  the  certificate  as  to  safety  ought  to  be  omitted  from  the 
license.  Such  a  certificate,  it  is  confidently  believed,  will  in  no  way 
serve  to  protect  consumers.  The  Board  respectfully  suggests  that  it 
should  have  power  to  place  such  conditions  in  the  license  as  in  its 
judgment  will  tend  to  guard  the  community  against  accidents.  The 
license  should  also  be  made  revocable,  or  be  subject  to  modification, 
as  the  most  practical  means,  of  enforcing  its  provisions  and  speedily 
preventing  further  danger  which  might  be  liliely  to  arise. 

For  these  reasons  a  change  of  the  statute  is  urged  upon  the  atten- 
tion of  the  Legislature.  The  draft  of  a  bill,  embodying  .the  views  of 
the  commissioners,  is  submitted,  and  the  passage  of  some  such  act  is 
respectfully  and  strongly  recommended  :  — 

An  Act  to  amend  chapter  four   hundred  and  twenty-eight  of 

THE     acts     of     the     YEAR     EIGHTEEN     HUNDRED     AND     EIGHTY-EIGHT, 
RELATING  TO   WATER.  GAS. 

Section  1.  The  board  of  gas  and  electric  light  commissioners  may,  on 
such  terms  and  conditions  as  it  deems  prudent,  license  any  gas  comj^any 
now  or  hereafter  authorized  to  make  gas  for  illuminating  purposes,  to 
make  and  sell  water  gas  for  such  purposes,  containing  any  percentage  of 
carbonic  oxide  that  said  board  may  determine  ;  and  may  at  any  time,  after 
notice  to  a  company  so  licensed,  alter  or  revoke  the  license. 

Sect.  2.  The  percentage  of  carbonic  oxide  allowed,  and  the  terms  and 
conditions  imposed  by  said  board,  shall  be  stated  in  the  license,  a  copy  of 
which  the  company  shall  cause  to  be  delivered  to  each  of  its  consumers  ; 
and  if  the  company  holding  the  license  does  not  exceed  the  limit  of  car- 
bonic oxide  so  fixed,  nor  violate  any  of  the  terms  and  conditions  contained 
in  the  license,  it  shall  be  exempt  from  any  penalty  or  prohibition  provided 
in  section  fourteen  of  chapter  sixty-one  of  the  Public  Statutes,  relating  to 
carbonic  oxide. 

Sect.  3.  Chapter  four  hundred  and  twenty-eight  of  the  acts  of  the  year 
eighteen  hundred  and  eiglity-eight  is  hereby  repealed. 

Sect.  i.    This  act  shall  take  effect  upon  its  passage. 
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The  following  table  shows  the  corporate  name,  the  localities  sup- 
plied, the  capital  and  the  par  value  of  the  shares  of  the  companies 
in  active  operation  on  the  thirtieth  day  of  June  last :  — 


CORPORATE  NAME. 


Capital. 


Par 
Value. 


Adams  Gas  Light  Co.,  . 

Adams, 

$17,300 

$25 

Amesbury  &  Salisbury  Gas  Co.,  . 

Amesbury, 

60,000 

100 

Amherst  Gas  Co.,  .... 

Amherst,  . 

10,000 

100 

Arlington  Gas  Light  Co  ,      . 

Arlington, 

70,000 

100 

Belmont,  . 

— 

— 

Winchester, 

- 

- 

Attleboi-ough  Gas  Light  Co., 

Attleborough,   . 

46,400 

100 

Bay  State  Gas  Co.,' 

- 

500,000 

100 

Beverly  Gas  Light  Co., . 

Beverly,    . 

50,000 

1(0 

Boston  Gas  Light  Co.,    . 

Boston  (city  proper) , 

2,500,000 

SCO 

Brockton  Gas  Light  Co  , 

Brockton, . 

64,000 

KG 

Brookline  Gas  Light  Co., 

Brookline, 

Boston  (Brighton 

450,000 

UO 

District) , 

- 

- 

Cambridge  Gas  Light  Co.,     . 

Cambridge, 

700,000 

100 

Somerville  (in  part), 

- 

- 

Charlestowfi  Gas  Co.,    . 

Chaidestown,     . 

500,000 

50 

Somerville  (in  part), 

- 

- 

Medford  (in  part),   . 

- 

- 

Chelsea  Gas  Light  Co., 

Chelsea,    . 

300,000 

100 

Chicopee  Gas  Works,    . 

Chicopee  Centre, 

30,000 

- 

Citizens'  Gas  Light  Co.  of  Q.uincy, 

Quincy,     . 

33,000 

100 

Citizens'  Gas  Light  Co.  of  South 

Reading, 

Wakefield, 

95,300 

100 

Reading,   . 

_ 

- 

Stoneham, 

_ 

- 

Clinton  Gas  Light  Co.,  . 

Clinton, 

35,000 

500 

Cottage  City  Gas  &  Electric  Co.,  . 

Cottage  City,     . 

25,000 

100 

Danvers  Gas  Light  Co., 

Danvers,    . 

20,000 

50 

Dedham   &   Hy'de   Park   Gas    & 

Electric  Light  Co.,     . 

Dedham,    . 

100,000 

50 

Hyde  Park, 

- 

- 

Dorchester  Gas  Light  Co.,     . 

Boston     (Dorchester 

District) , 

400,000 

100 

Milton,       .         .         . 

- 

- 

East  Boston  Gas  Co.,     . 

Boston  (E.Boston), . 

220,000 

25 

Easthampton  Gas  Co.,  . 

Easthampton,    . 

30,000 

100 

Fall  River  Gas  Works  Co.,   . 

Fall  River  (in  part), 

288,000 

100 

Fitchburg  Gas  Co., 

Fitchburg, 

60,000 

50 

Gardner  Gas  Light  Co., 

Gardner,    . 

30,000 

100 

Glovicester  Gas  Light  Co.,     . 

Gloucester, 

62,300 

50 

Great  Barrington  Gas  Light  Co  ,  . 

Great  Barrington,     . 

5,000 

100 

Greenfield  Gas  Light  Co.,      . 

Greenfield, 

50,000 

50 

Haverhill  Gas  Light  Co.,       . 

Haverhill, . 

75,000 

50 

Bradford,  . 

_■ 

_ 

Ipswich  Gas  Light  Co., 

Ipswich,     . 

16,000 

100 

Jamaica  Plain  (ias  Light  Co., 

Boston  (Ward  23),   .• 

200,000 

100 

Lawrence  Gas  Co., 

Lawrence, 

475,000 

100. 

Methuen,  . 

— 

— 

I  Sells  to  other  companies  only. 
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CORPORATE  NAME. 


Localities  Supplied. 


Capital. 


Leominster  Gas  Light  Co., 
Lexino^ton  Gas  Light  Co  , 
Lowell  Gas  Light  Co.,  . 


Lynn  Gas  &  Electric  Co., 
Maiden  &  Melrose  Gas  Light  Co. 


Manufacturers'  Gas  Light  Co., 
Marblehead  Gas  &  Electric  Light 

Co., 

Marlborough  Gas  Light  Co., 
Middleborough  Gas  &  Electric  Co., 
M il ford  Gas  Light  Co., . 


Miller's  River  Gas  Light  Co., 

Mutual  Gas  Light  Co.  of  South- 
bridge,        .         .        .         .        . 

Nantucket  Gas  Light  Co.,     . 

Natick  Gas  Light  Co.,  . 

New  Bedford  Gas  Light  Co., 

Newburyport  Gas  Co.,  . 

NcAvton  &  Watertown  Gas  Light 
Co 


North  Adams  Gas  Light  Co., 
NortliainptoD  Gas  Light  Co., 
North  Attleborough    Gas    Light 
Co., 


Norwood  Gas  Light  Co., 
Pittsfield  Coal  Gas  Co., 
Plymouth  Gas  Light  Co., 
Roxbury  Gas  Light  Co., 

Salem  Gas  Light  Co.,    . 

South  Boston  Gas  Light  Co., 

Spencer  Gas  Co.,  . 
Springfield  Gas  Light  Co.,    . 
Stoughton  Gas  Light  Co., 
Taunton  Gas  Light  Co., 
Waltham  Gas  Light  Co., 
Webster  Electric  Co.,  . 

Westfield  Gas  Light  Co.,       . 
Williamstown  Gas  Co., 
Woburn  Gas  Light  Co., 
Worcester  Gas  Light  Co., 


Leominster, 

Lexington, 

Lowell, 

Dracut, 

Tewksbury, 

Lynn, 

Swampscott, 

Maiden,     . 

Melrose,    . 

Medford  (in  part), 

Everett,     . 

Fall  River  (in  part) 


Marblehead, 
]\Iar]borough,    . 
Middleborough, 
]\Iilford,     . 
Hojiedale, 
Athol, 

Southbridge,     . 

Nantucket, 

Natick, 

New  Bedford,  . 

Newburyport,  . 

Newton,     . 
Watertown, 
Wellesley, 
Weston,     . 
North  Adams,  . 
Northampton,   . 

North  Attleborough, 

Attleborough  Falls, 

Wrentham, 

Norwood,  . 

Pittsfield,  . 

Plymouth, 

Boston  (Roxbury 
District), 

Salem, 

Peabody,   . 

Boston  (South  Bos- 
ton), 

Spencer,    . 

Springfield, 

Stoughton, 

Taunton,  . 

Waltham,. 

Webster,  . 

Dudley, 

Westfield,. 

■\^'illiamstown, . 

Woburn,    . 

Worcester, 


$50,000 
20,000 
600,000     100 


375,000 
220,000 

.50,000 

40,0f)0 
50,000 
80,000 
80,000 

40,000 

16,000 
36,000 
2*0,000 
300,000 
80,000 

200,000 


60,000 
60,000 

68,100 


12,000 
62,600 
40,000 

600,000 
300,000 


440,000 
85,000 

500,000 
40,000 
80,000 

140,000 
45,000 

54,000 

20,000 

45,100 

600,000 
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The  company  at  Fitchburg  furnishes  water,  that  at  Gloucester 
maintains  a  wharf  and  supplies  water,  and  that  at  Springfield  fur- 
nishes steam  for  heating.  In  addition  to  these,  the  companies  in 
Amherst,  Beverly,  Brookline,  Charlestown,  Chelsea,  Clinton,  Cottage 
City,  Fitchburg,  Lawrence,  Lynn,  Middleborough,  Athol,  South- 
bridge,  New  Bedford,  Newburyport,  Newton,  Spencer,  Stoughton, 
Waltham,  Webster  and  Westfield,  furnish  electric  light. 

The  following  table  shows  the  names  of  the  owners  of  gas  works 
not  owned  by  gas  companies,  the  localities  supplied,  and  the  esti- 
mated value  of  the  plant :  — 

Chicopee  Manufacturing  Co  ,        .        .  Chicopee  Falls,         .  $15,000  00 

Holyoke  Water  Power  Co.,   .        .        .  Holyoke,   .        .        .  100,000  00 

T.  T.  Robinson  and  W.  L.  Dresser,       .  Lee,   ....  10,000  00 

Otis  Co., Ware,        .        .        .  10,000  00 ' 

The  following  companies  have  bonds  and  notes  outstanding:  — 

Amherst, fl,COO  00 

Attleborough, 1,600  00 

Bay  State  (Boston), 4,512,000  00 

Beverly  (special  stock),        .                 ....  11,800  00 

Beverly  (notes) 6,000  00 

Brockton, 35,000  00 

Brookline, 83,000  00 

Charlestown, 5,000  00 

Chelsea, 80,000  00 

Citizens'  (Quincy), 12,500  00 

Clinton,          .        .        .        .      ,  .        .        .        .        .  15,000  00 

Danvers, 2,000  00 

Dedham, 9,000  00 

Gardner, 12,500  00 

Greenfield,     . 1,200  00 

Haverhill, 37,500  00 

Ipswich,         .        .        . 9,183  43 

Jamaica  Plain,       .        .        .        .        .        .        .        .  32,500  00 

Lawrence, 15,000  00 

Lexington, 1,672  30 

Marblehead,  .        . 3,000  00 

Miller's  River  (Athol), 20,000  00 

Natick, ,  9,500  00 

New  Bedford, .  193,800  00 

Newburypoi-t, 4,500.00 

North  Adams, 9,000  00 

North  Attleborough, 68,100  00 
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South  Boston, 

Spencer, 

Springfield, 

Stoughton, 

Waltham, 

Webster, 

Westfield, 

Worcester, 


f43,000  00 
85,000  00 
75,000  00 
40,000  00 
20,000  00 
30,000  00 
26,000  00 
20,000  00 


The  following  table  shows  the  whole  number  of  stockholders,  the 
number  resident  in  Massachusetts,  and  the  value  of  the  stock  held 
within  the  Commonwealth  :  — 


Whole  Number 

Number  of 

Stockholders 

resident  in 

Value  at  Par  of 

NAME  OF   COMPANY. 

of 

Stock  held  in 

Stockholders. 

Massachusetts. 

Massachusetts. 

Adams, 

8 

8 

117,300 

Amesburj',     , 

14 

7 

30,300 

Amherst, 

21 

21 

10,000 

Arlington, 

68 

'      42 

46,900 

Attleborough, 

22 

20 

45,600 

Bay  State  (Boston), 

8 

6 

600 

Beverly, 

28 

28 

50,000 

Boston,  . 

6 

4 

2,000 

Brockton, 

49 

48 

63,900 

Brookline, 

141 

130 

414,200 

Cambridge,    . 

387 

343 

626,500 

Charlestown, 

239 

227 

470,900 

Chelsea, 

127 

122 

295,600 

Chicopee, 

2 

2 

30,000 

Citizens'  (Quincy), 

45 

43 

32,900 

Citizens'  (Wakefield), 

68 

60 

68,600 

Clinton, 

18 

18 

35,000 

Cottage  City, 

10 

10 

25,000 

Danvers, 

30 

30 

20,000 

Dedham, 

40 

33 

66,650 

Dorchester,    . 

10 

10 

400,000 

East  Boston, . 

123 

105 

198,250 

Easthampton, 

38 

33 

27,300 

Fall  River,     . 

10 

7 

13,200 

Fitchburg,      . 

29 

27 

54,150 

Gardner, 

3 

3 

30,000 

Gloucester,    . 

61 

58 

61,350 

Great  Barrington 

5 

5 

5,000 

Greenfield,     . 

35 

25 

43,700 

Haverhill, 

62 

54 

64,000 

Ipswich, 

28 

28 

16,000 

Jamaica  Plain, 

134 

128 

191,100 

Lawrence, 

194 

177 

429,400 

.Leominster,  . 

61 

65 

48,500 

Lexington,     . 

21 

20 

19,900 

Lowell, . 

259 

220 

448,300 

Lynn,     . 

166 

158 

367,500 
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Whole  Number 

Number  of 
stockholders 

Value  at  Par  of 

NAME  OF  COMPANY. 

of 

resident  in 

stock  held  in 

Stockholders. 

Massachusetts. 

Massachusetts. 

Maiden, 

145 

125 

$189,200 

Manufacturers'  (Fall  River), 

7 

7 

50,000 

Marblehead, 

29 

23 

32,500 

Marlborough, 

12 

12 

50,000 

Mlddleborough,    . 

6 

5 

24,000 

Milford 

51 

48 

72,300 

Miller's  River  (Athol), 

14 

11 

28,100 

Mutual  (Southbridge) , 

27 

26 

13,500 

Nantucket,    .... 

54 

48 

34,500 

Natick,  . 

38 

38 

20,000 

New  Bedford, 

220 

196 

275,500 

Newburyport, 

64 

54 

72,300 

Newton, 

172 

166 

194,200 

North  Adams, 

43 

29 

43,800 

Northampton, 

39 

28 

30,025 

North  Attleborouo 

•h. 

36 

83 

67,400 

Norwood, 

10 

9 

10,100 

Pittsfleld, 

51 

42 

30,700 

Plymouth, 

30 

24 

31,700 

Roxbury, 

7 

5 

600 

Salem,  . 

250 

227 

277,900 

South  Boston, 

29 

25 

43,800 

Spencer, 

16 

16 

85,000 

Springfield,   . 

114 

105 

466,500 

Stoughton,     . 

15 

15 

40,000 

Taunton, 

103 

96 

76,100 

Waltham, 

108 

101 

129,500 

Webster, 

18 

18 

45,000 

Westfield,      . 

22 

19 

47,700 

Williamstown, 

o 

3 

20,000 

Wobvirn, 

60  ' 

48 

43,400 

Worcester,     . 

188 

178 

462,400 

20 


GAS    COMMISSIONERS. 


[Jan, 


The  following  statistics  exhibit  the  aggregate  receipts  and  ex- 
penses of  all  the  companies  in  the  State,  compiled  from  the  items 
relating  to  the  manufacture  and  sale  of  gas  in  the  last  two  returns 
made  to  the  Board  :  — 


For  Year  ending  June  30. 


Receipts  :  — 
For  gas  sold  by  meter,  .... 
For  gas  supplied  to  public  lamps,         .  , 
From  sales  of  coke,        .... 

sales  of  tar,  ..... 

sales  of  ammoniacal  liquor, 

rent  of  metei's,     .... 

rent  of  gas  stoves  and  engines,  . 

rent  of  gas  lamps, 

public  lamps  other  than  gas  lamps, 

other  sources,       .... 

Total, 

Expenses  :  — 

1.  Coals,     .... 

2.  Enriehers, 

3.  Purifying  materials, 

4.  Water,    .... 

5.  Wages  at  works,    . 

6.  Repairs    and    maintenance    of   works 

(including  renewal  of  retorts), 

7.  Apparatus  and  machinery,    . 

8.  Wages  of  meter  takers,  clerical  labor 

in   distribution,   and   salary  or  com- 
mission of  collectors, 

9.  Repairs,  renewals,  and  maintenance  of 

mains  and  service  pipes,    . 

10.  Repairs  and  renewals  of  meters, 

11.  Lighting    and    repairing    (gas   lamps 

only), 

12.  Lighting  and  repairing,  and  materials 

used  for  other  lamps, 

13.  Directors'  allowances,    . 

14.  Salaries  of  officers, 

15.  General  salaries,    . 

16.  Rent  of  offices, 

17.  General  office  exi^enses, 

18.  Taxes,     .... 

19.  Fire  insurance, 

20.  Law  expenses, 

21.  Claims,  .         .         .         , 

22.  Bad  debts, 

23.  Incidental  expenses, 

Total,   .... 


$3,900,416  07 

396,876 

29 

360,434  83  | 

81,646 

69 

24,060 

09 

768 

18 

1,449 

88 

1,921 

15 

9,496 

81 

120 

12 

f4,777,190 

01 

11,254,694 

21 

133,559 

06 

44,420 

95 

25,535 

53 

643,727 

12 

255,144  43 

14,752 

25 

101,307 

91 

112,363 

78 

59,407 

66 

14,340 

12 

8,405 

31 

8,234 

50 

119,667 

66 

98,445 

09 

11,028 

59 

41,137 

03 

266,357 

70 

6,398 

33 

27,504 

81 

10,365 

50 

18,857 

98 

57,255 

12 

$3,327,910 

64 

,027,049  67 

352,934  84 

350,451  47 

92,945  78 

29,777  98 

1,544  18 

2,325  47 

2,239  37 

9,864  29 

209  06 

,869,342  11 


$1,289,489  57 

125,055  99 

42,071  39 

22,259  42 

629,837  46 

268,904  45 
31,087  38 


83,421  68 

137,860  60 
50,386  15 

13,686  35 

8,497  28 

4,108  83 

109,540  96 

99,366  76 

10,867  19 

82,340  14 

266,810  18 

11,190  44 

16,863  57 

601  47 

19,975  37 

40,115  35 

,314,337  98 
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For  Year  ending  June  30. 


1S80. 


Leaving  an  apparent  net  iirofit  on  their  gas 
business  of 

Tliej  liave  also  i-eceived  for  interest,    . 

They  have  also  received  for  rents,  etc., 

They  have  also  received  from  electric  light- 
ing,      

Making  a  total, 

From  these  receipts  were  paid  interest  on 

bonds  and  loans, 

Dividends, 

Other  items, 


Leaving  a  surplus  for  the  year  of  . 


?1,449,279  37 
23,141  52 
60,513  11 

23,089  32 


L,546,023  32 


$44,340  02 

941,481  00 

13,020  10 


3,841  12 

f547,182  20 


1,555,004  13 
26,534  00 

54,087  83 

54,318  62 
[,689,944  58 


$46,360  60 

1,021,847  00 

18,186  52 

$1,086,384  12 

i,660  46 


Four  of  the  companies  appear  not  to  have  earned  expenses  ;  seven 
others  have  not  earned  sufficient  to  warrant  the  declaring  of  any 
dividend  on  their  capital ;  and  seven  others  have  paid  a  part  of  their 
dividends  from  the  surplus  of  former  years.  The  Greenfield  Gas 
Light  Company,  which  showed  no  surplus  at  the  beginning  of  the 
year,  has  paid  out  about  $600  more  than  the  net  earnings.  The 
Roxbury  Gas  Light  Company  has,  in  addition  to  its  regular  dividend, 
divided  its  reserve  fund  of  $150,000  among  its  stockholders. 

The  receipts  for  gas  sold  by  meter,  notwithstanding  a  reduction 
in  average  price,  show  a  gain  this  year  of  about  $127,000,  while 
those  from  street  lights  fall  off  about  $44,000,  or  eleven  per  cent.  ; 
which  would  seem  to  show  that  the  increase  of  electric  lighting, 
while  affecting  the  gas  companies'  street  lighting,  has  not  as  yet 
reduced  the  receipts  from  sales  through  meters. 

In  the  Appendix  will  be  found,  under  date  of  June  30,  1889,  the 
separate  balance  sheets  of  the  companies,  as  taken  from  the  annual 
returns,  with  corrections  made  by  the  Board  after  examination  and 
correspondence  with  the  officers  of  the  several  companies. 
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GAS   COMMISSIONEES. 


[Jan. 


Aggregates  from  these  balance  sheets  and  those  in  the  returns  of 
1888  show  the  following  facts  :  — 


Year  ending  June  30. 

• 
• 

1888. 

1889. 

Assets : — 

Real  estate,  machinery,  street  mains  and 

meters 

113,662,855  25 

$17,943,671  20 

Cash  on  hand, 

632,129  77 

624,277  27 

Due  for  gas,    . 

449,617  47 

467,951  27 

Other  accounts  due, 

64,225  52 

102,735  70 

Materials,  etc., 

623,092  85 

577,530  08 

Notes  receivable,     . 

282,928  05 

168,638  66 

Investments,    . 

303,626  95 

321,334  10 

Electric  plants, 

341,174  37 

724,527  79 

$16,359,650  23 

$20,930,666-07 

Liabilities  :  — 

Capital  stock, 

^2,384,100  00 

$12,705,000  00 

Bonds,     . 

300,262  00 

346,100  00 

Notes  payable, 

554,856  52 

5,156,181  82 

Unpaid  bills,  . 

119,936  50 

77,753  08 

Unpaid  dividends,  . 

34,914  50 

31,970  50 

Deposits, 

22,687  51 

26,145  01 

Interest  due  and  unpaid, 

6,538  82 

3,219  93 

Other  items,    . 

48,008  89 

29,172  30 

$13,471,304  74 

fl8,375,542  64 

Reserved  and  depreciation  funds,  . 

628,804  46 

545,293  67 

$14,100,109  20 

$18,920,836  31 

Surplus, 

2,259,541  03 

2,009,829  76 

$16,359,650  23 

f20,930,666  07 

Of  these  companies 


57  '  show  an  aggregate  surplus  of . 
9  ^  show  an  aggregate  deficit  of    . 

$2,356,956  89 
97,415  86 

$2,161,375  50 
151,545  74 

Leaving  total   net  surplus,   as   shown 
above, ....... 

Which,  added    to  reserves   carried  as 
liabilities, 

$2,259,541  03 
628,804  46 

$2,009,829  76 
545,293  67 

Would  show  an  actual  surplus  of  . 
Equivalent  to  per  cent,  on   capital   of 
about    ....... 

$2,888,345  49 
23 

$2,555,123  43 
20 

1  56  in 


2  8  in  1888. 
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The  following  table  shows  the  valuation  of  the  property  of  each 
company,  as  assessed  by  the  local  assessors  :  — 


Assessed 

Assessed 

NAME  OF  COMPANY. 

NAME  OF  COMPANY. 

Value.  . 

Value. 

Adams,  .        .        . 

$13,900 

Lexington,    . 

$1,500 

Amesbury, 

22,500 

Lowell, 

1,118,630 

Amherst, 

10,000 

Lynn,    .... 

183,000 

Arlington, 

35,150 

Maiden, 

131,700 

Attle  borough. 

20,200 

Manufacturers'      (Fall 

Bay  State  (Boston) 

r 

501,300 

River), 

48,900 

Beverly, . 

23,225 

Marblehead, 

13,800 

Boston,   . 

4,269,100 

Marlboi'ough, 

14,000 

Brockton, 

76,500 

Middleborough,    . 

9,000 

Brookliue, 

402,600 

Milford, 

76,400 

Cambridge, 

674,300 

Miller's  River  (Athol), 

12,800 

Charlestown, 

622,800 

Mutual  (Southbridge), 

7,700 

Chelsea, . 

273,900 

Nantucket,    . 

6,000 

Chicopee, 

82,000 

Natick, .         .         . 

12,200 

Chicopee  Falls, 

10,000 

New  Bedford, 

462,442 

Citizens'  (Quinoy), 

25,000 

Newburyport, 

45,200 

Citizens'  (Wakefield),  . 

22,000 

Newton, 

268,200 

Clinton,  .... 

31,800 

North  Adams, 

16,000 

Cottage  City, . 

6,977 

Northampton, 

51,800 

Danvers,' 

4,000 

North  Attleborough,    . 

57,300 

Dedham, 

34,800 

Norwood, 

11,000 

Dorchester,     . 

298,200 

Pittsfield,      . 

64,500 

East  Boston,  . 

181,400 

Plymouth,     . 

22,350 

Easthampton, 

29,500 

Roxbury, 

622,900 

Fall  River,      . 

232,300 

Salem,  .... 

327,100 

Fitch  burg. 

60,825 

South  Boston, 

390,500 

Gardner, 

12,000 

Spencer, 

30,600 

Gloucester,     . 

58,500 

Springfield,  . 

547,770 

Great  Bai'rington, 

i_ 

Taunton, 

64,400 

Greenfield, 

31,000 

Waltham,      .         ... 

178.300 

Haverhill, 

122,500 

Ware,    .... 

9,100 

Holyoke, 

100,000 

Webster, 

10,300 

Ipswich, . 

5,400 

Westfield,     . 

52,500 

Jamaica  Plain, 

192,700 

Woburn,        .         .         . 

45,100 

Lawrence, 

395,000 

Worcester,    . 

606,000 

Lee          .        • 

2,100 

Leominster,    . 

20^000 

Total,       . 

fl4,372,169 

i  Not  returned. 
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The  following  table  shows  the  amount  paid  by  each  company  for 
taxes,  and  the  amount  for  each  thousand  feet  of  gas  sold :  — 


Amount 

Amount  of  Taxes 

per 

NAME  OF  COMPANY. 

paid. 

Thousand 
sold. 

Adams,    ......... 

f423  48 

fO  0765 

Amesbury, 

735  05 

1928 

Amherst, 

157  71 

1731 

Ar  linden. 

995  12 

1817 

Attleborough, . 

439  69 

0745 

Bay  State  (Boston), 

6,845  75 

_ 

Beverly,  . 

272  16 

0491 

Boston,    . 

72,315  52 

0604 

Brockton, 

1,419  93 

1070 

Brooklme, 

5,724  15 

1124 

Cambridge, 

17,999  21 

1636 

Charlestown,  . 

11,556  98 

1660 

Chelsea,  .        .        . 

6,082  27 

1927 

Chicopee, 

635  95 

0740 

Citizens'  (Quincy), 

229  88 

0473 

Citizens'  (Wakefield), 

645  35 

1267 

Clinton,  . 

538  88 

0822 

Dan  vers, . 

91  80 

0787 

Dedham, . 

838  46 

1303 

Dorchester, 

6,105  16 

1086 

East  Boston, 

5,099  97 

1472 

Easthami^ton, 

470  05 

1250 

Fall  River, 

6,666  76 

1401 

Fitch  burg'. 

1,266  66 

0820 

Gardner, 

240  77 

3066 

Gloucester, 

1,299  67 

1037 

Greenfield, 

585  65 

2026 

Haverhill, 

2,207  02 

0605 

Holjoke, 

2,071  54 

0494 

Ipswich,  . 

84  32 

0632 

Jamaica  Plain 

4,363  11 

1397 

Lawrence, 

9,192  82 

1370 

Lee, 

41  37 

1589 

Leominster, 

502  14 

2593 

Lexington, 

74  49 

0885 

Lowell,    . 

18,608  48 

0930 

Lynn, 

5,336  80 

0964 

Maiden,  . 

2,857  50 

1033 

Manufacturers 

'  (Fall  Rb 

^^ev),' 

964  21 

0791 

Marblehead, 

638  14 

2034 

Marlborough, 

833  83 

0771 

]\Iiddleborough, 

127  33 

- 

Milford,  . 

1,233  81 

1464 

Miller's  River  (Athol),  . 

177  90 

0720 

Mutual  (Southbridge), 

222  25 

1821 

Nantucket, 

151  27 

0701 

Natick,    .... 

393  71 

1149 

New  Bedford, . 

6,208  62 

1468 

Newburyport, 

1,265  93 

1282 
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Amount 

Amount  of  Taxes 

per 

NAME  OF   COMPANY. 

paid. 

Thousand 
sold. 

Newton, 

14,672 

00 

|0    1051 

North  Adams, 

670 

79 

0399 

Northampton, 

744 

10 

0739 

North  Attleboi 

•ougl 

L, 

1,128 

16 

0997 

Norwood, 

164 

19 

0833 

Pittsfiekl, 

1,905 

25 

1486 

Pljmouth, 

450 

85 

1092 

Roxbmy, 

14,250 

88 

0923 

Salem, 

6,394 

58 

1419 

South  Boston, 

6,806 

69 

1101 

Spencer,  . 

1,364 

45 

1525 

Springfield, 

8,092  36 

1053 

Taunton, 

•. 

1,724 

40 

0522 

Waltham, 

2,613 

36 

0945 

Ware, 

174 

99 

0421 

Westfield, 

676 

70 

1171 

Woburn, . 

i;ioi 

57 

1432 

Worcester, 

10,836 

23 

1034 

Total, 

$269,310  16 

- 

The  total  sum  paid  by  the  companies  for  taxes,  including  State 
inspection,  was  ^269,310.16,  an  average  of  9^^^^^  cents  per  thousand 
feet  sold ;  being  an  increase  over  the  previous  year  in  the  total 
amount  of  $2,952.46,  and  a  decrease  of  ly^g  cents  per  thousand  feet 
of  gas  sold. 
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Dividends. 

The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  following  table  :  — 


Amount  per 

Eate  per 

Amount 

KAME  OF  COMPANY. 

Tliousand 

Cent. 

of  Dividends. 

sold. 

Adams, 

20 

1  $3,460 

|0  6253 

Ames  bury,     . 

- 

2_ 

- 

Amherst,  ■ 

8 

800 

8784 

Arlington, 

6 

4,200 

7667 

Attleborongh, 

6 

2,784 

4717 

Bay  State  (Boston), 

. 

- 

2_ 

- 

■Dr.^r.^^,r    S  Spcclal  stock, 
Beverly   J  Oixlinary  stock. 

6 

708 

1277 

^ 

3,450 

6224 

Boston,  .... 

10 

3  250,000 

2237 

Brockton, 

. 

7 

4,480 

3402 

Brookline, 

6 

27,000 

5301 

Cambridge,    . 

10 

70,000 

6362 

Charlestown, 

10 

50,000 

6751 

Chelsea, 

6 

18,000 

5703 

Chicopee, 

12 

3,600 

4948 

Citizens'  (Quincy), 

• 

6 

1,980 

4074 

Citizens'  (Wakefield), 

2 

1,906 

4402 

Clinton, . 

3 

1,050 

1611 

Danvers, 

- 

2_ 

- 

Dedham, 

H 

2,500 

3886 

Dorchester,    . 

9 

*  36,000 

6405 

East  Boston,  . 

10 

22,000 

6350 

Easthampton, 

9 

2,700 

7178 

Fall  River,     . 

9 

25,920 

5531 

Fitchburg, 

10 

6,000 

3885 

Gardner, 

- 

2_ 

- 

Gloucester,     . 

8 

*  4,984 

3994 

Great  Barrington, . 

- 

2_ 

- 

Greenfield,     . 

4 

2,040 

7048 

Haverhill, 

10 

7,500 

1717 

Ipswich, 

- 

2_ 

- 

Jamaica  Plain, 

8 

16,000 

5123 

Lawrence, 

8 

34,000 

5067 

Leominster,    . 

4-1 

2,250 

1  1609 

Lexington,     . 

2_ 

- 

Lowell,  . 

12 

60,000 

2999 

1  In  addition  to  the  dividend,  a  rebate  is  allowed  to  mills  owning  stock  on  the  gas  used 
by  them. 

2  No  dividend  declared. 

3  An  additional  dividend  of  $3.56  per  share,  amounting  to  $17,800,  vra.s  paid  in 
March,  1889. 

■i  Two  per  cent,  extra,  being  one-half  the  August  dividend,  was  paid  in  April,  on 
account  of  change  in  ownership  of  the  stock. 

5  An  additional  dividend  of  four  per  cent,  was  declared  from  earnings  of  wharf 
property. 
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Amount  per 

Rate  per 

Amount 

NAME  OF  COMPANY. 

Tliousand 

Cent. 

of  Dividends. 

sold. 

Lynn, 

6i 

122,125 

fO  3999 

Maiden, 

6 

10,200 

3689 

Manufacturers'  (Fall  Ri 

ver) , 

10 

5,000 

4105 

Marblehead,  . 

2i 

1,000 

3187 

Marlborough, 

i_ 

- 

Middleborough, 

- 

i_ 

- 

Milford, 

9 

6,892 

8123 

Millei-'s  River  (Athol), 

- 

1  _ 

- 

Mutual  (Southbridge),. 

6 

900 

7375 

NantvTcket,     . 

6 

1,800 

8345 

Natiek,  .         .        . 

8 

1,600 

4670 

New  Bedford, 

8 

23,000 

5400 

Nevvburyport, 

18 

14,400 

1  4577 

8 

16,000 

3601 

North  Adams, 

8 

4,000 

2378 

Northampton, 

8 

4,000 

3972 

North  Attleboi'oug 

K 

6 

4,086 

3612 

Norwood, 

- 

1  _ 

- 

Pittsfield, 

16 

10,000 

7799 

Plymouth, 

6 

2,400 

5815 

Roxbury, 

10 

60,000 

3885 

Salem,    . 

6 

18,000 

4733 

South  Boston, 

8 

35,200 

5693 

Spencer, 

- 

1  _ 

- 

Springfield,    . 

8 

40,000 

5202 

Taunton, 

15 

12,000 

3632 

Waltham, 

6 

8,400 

3038 

AVestfield,      . 

8 

4,320 

7741 

Woburn, 

8 

3,608 

4689 

Worcester,     . 

H 

32,500 

3101 

Total,      . 

• 

• 

• 

-    ' 

11,006,743 

1  No  dividend  declared. 


Pkice  of  Gas. 


Between  June  30, 1888,  and  June  30,  1889,  the  following  companies 
made  reductions  in  the  price  of  gas  :  — 


Amesbury, 

Attleborough, 

Beverly, 

Chelsea, 

Chicopee, 

Clinton, 

Danvers, 

Dedham, 

Dorchester, 


Leominster, 

Marblehead, 

Middleborough, 

Natiek, 

North  Attleborough, 

Roxbury, 

Taunton, 

Woburn. 


28  GAS    COMMISSIONERS.  [Jan. 

Of  these  companies,  six  made  reductions  in  the  price  of  gas  in 
1888,  and  seven  in  1887. 

The  company  at  Spencer  sold  gas  during  the  quarter  ending  Oct. 
1,  1888,  for  $1,00  per  thousand,  but  on  that  date  raised  the  price  to 
$1.25. 

The  following  pages  show  the  price  charged  b}^  the  several  com- 
panies June  30,  1889  ;  the  average  candle-power,  as  shown  by  the 
tests  made  by  the  State  inspector  of  gas  ;  and  the  average  price  per 
thousand  feet,  sold  by  meter,  received  in  the  two  years  ending  June 
30,  1889. 

The  gas  made  is  coal  gas,  except  where  otherwise  noted. 
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The  average  price  to  consumers  for  coal  gas,  of  twenty-four 
companies  making  annually  more  than  30,000,000  feet  each,  is 
$1.4495  per  thousand  feet.  The  average  price  of  the  remainder  of 
the  coal-gas  companies  is  $1.9287,  making  an  average  for  all  of 
$1.4935  per  thousand.  The  average  price  for  oil  gas  is  $4.1608  per 
thousand  feet.  The  average  price  for  coal  gas  in  1886  was  $1.72,  in 
1887  it  was  $1.66,  and  in  1888  it  was  $1.56,  per  thousand  feet,  show- 
ing a  gradual  reduction  each  year. 

Coal  gas  is  sold  in  this  State  at  forty-one  different  prices,  varying 
from  $1.00  to  $3.15  per  thousand  feet.  Although  no  company  in  the 
State  offers  gas  to  the  general  consumer  at  $1.00  a  thousand  feet,  yet 
there  were  203,524,000  feet  sold  at  that  price  the  last  year.  The 
quantity  sold  at  $1.10  was  203,040,000  feet,  and  13,594,000  feet 
were  sold  at  $1.25.  The  largest  amount  sold  at  one  price  was 
1,051,689,000  feet,  at  $1.30  per  thousand.  There  were  267,052,000 
feet  sold  at  $1.50,  230,915,000  feet  at  $1.75,  and  220,244,000  at  $2.00. 
Only  249,000  feet  were  sold  at  $3.15, — the  highest  price  charged. 
Nearly  two-thirds  of  all  the  coal  gas  furnished  in  the  State  was  sold 
at  a  price  not  exceeding  $1.50  per  thousand  feet.  JMany  companies 
are  now  manifesting  a  desire  to  sell  gas  at  as  low  a  price  as  is 
consistent  with  the  cost  of  manufacture  and  distribution,  and  reason- 
able dividends  on  the  capital  invested.  The  iucrease  in  the  output 
of  gas  has  been  large  during  the  past  few  years,  notwithstanding  the 
inroads  made  on  the  business  of  lighting  by  electric  companies  in 
furnishing  commercial  as  well  as  public  lights.  This  increase  is  due, 
no  doubt,  to  a  considerable  extent  to  the  reduction  in  price  made  by 
most  of  the  companies  during  the  past  five  years,  some  of  which  have 
made  several  reductions  during  that  time.  The  larger  companies  are 
also  giving  a  great  deal  of  study  to  a  more  economical  manufacture 
of  gas  and  a  more  profitable  sale  of  residuals,  as  well  as  to  the  best 
methods  of  increasing  the  output,  with  a  view  of  still  further  lower- 
ing the  price.  There  is  also  much  time  and  study  given  at  present  to 
the  question  of  fuel  gas,  the  object  being  to  find  a  process  by  which 
it  can  be  manufactured  at  so  low  a  price  that  it  will  supersede  other 
kinds  of  fuel  for  heating  boilers,  buildings,  and  for  domestic  pur- 
poses. Although  there  ai'e  enthusiasts  who  are  apparently  very 
confident  that  this  will  soon  be  attained,  no  effort  should  be  relaxed 
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by  the  companies  to  increase  their  output  for  heating  as  well  as 
illuminating  purposes.  Many  writers  on  the  use  of  gas  for  fuel 
believe  that  illuminating  gas  can  be  used  to  better  advantage  for 
domestic  purposes,  owing  to  its  greater  heating  qualities  and  the 
convenience  of  having  but  one  set  of  distributing  pipes. 

The  following  table  shows  the  amount  of  gas  made  in  the  year 
ending  June  30,  1889,  and  in  the  year  ending  June  30,  1888  ;  the 
amount  sold  by  meter  and  to  public  lamps  in  both  these  years  ;  the 
amount  used  at  works  and  offices,  and  the  amount  of  gas  unaccounted 
for  during  the  year  ending  June  30,  1889  ;  and  the  percentage  of 
unaccounted-for  gas  both  years. 
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The  following  table  shows  the  greatest  and  least  daily  output  of 
each  of  the  companies,  and  the  date  of  the  same  :  — 


Greatest 

Least 

NAME  OF   COMPANY-. 

Date. 

Date. 

Output. 

Output. 

Adams, 

1  _ 

_ 

_ 

Ame.-;)3ury, 

33,500 

Dec.  17, 

5,800 

June  17 

Amherst, 

Arliagtoii, 

35,500 

Jan  22, 

7,950 

July  15 

Attleborough,     .         ,        .        . 

34,500 

Jan.  29, 

13,500 

July    6 

Beverly, 

34,100 

Dec.  21, 

7,300 

July  15 

Bay  State  (Boston),   . 

306,000 

June  20, 

1  _ 

- 

Boston, 

6,260,669 

Dec.  18, 

1,006,062 

July  15 

Brockton,    .        .         .        .        . 

80,036 

Oct.  26, 

12,572 

July    4 

Brookline, 

240,800 

Dec  24, 

80,700 

July  29 

Cambridge 

566,000 

Dec.  11, 

111,000 

July    4 

Cliarlestown, 

371,000 

Dec.  24, 

117,000 

June  30 

Chelsea, 

172,000 

Dec.  12, 

42,000 

June    9 

Ciiicopee, 

57,700 

Jan.    5, 

4,900 

Aug.  17 

Chicopee  Falls,  .... 

2_ 

- 

- 

- 

Citizens'  (Quincy),     . 

41,000 

Dee.  30, 

8,900 

July     8 

Citizens'  (Wakefield), 

30,821 

Dec.  20, 

8,179 

Aug  11 

Clinton, 

61,500 

Jan.    2, 

7,500 

July     8 

Dauvei's, 

8,833 

Jan.  21, 

1,922 

July  29 

Dedliam, 

44,900 

Jan.    2, 

9,730 

July  30 

Dorchester,          .         .         .         . 

276,600 

Dec.  18, 

94,000 

July     4 

East  Boston, 

175,270 

Dec  23, 

50,000 

July  15 

Easthampton,      .         .         .         . 

38,800 

Dec.  18, 

3,000 

July     7 

Fall  River, 

355,000 

Dec.  11, 

52,000 

July  22 

F'itchburg, 

90,300 

Dec.  24, 

15,900 

Aug.    5 

Gardner, 

7,200 

Dec.  24, 

1,100 

June  27 

Gloucester, 

80,000 

Nov.  13, 

14,000 

June    9 

Great  Barrington, 

i_ 

- 

- 

- 

Greenfield, 

21,200 

Nov.  12, 

1,600 

July     4 

Haverhill, 

252,000 

Dec.  17, 

46,000 

Aug.  19 

Holyoke, 

268,767 

Dec.  17, 

50,923 

July  22 

Ipswich, 

1  _ 

- 

- 

- 

Jamaica  Plain,    .... 

149,536 

Dec.  18, 

51,318 

July  24 

Lawrence, 

409,250 

Dec.  27, 

51,194 

July  29 

Lee 

1  _ 

- 

- 

- 

Leominster,         .         .         .         . 

1  _ 

- 

- 

— 

Lexington, 

1  _ 

— 

— 

— 

Lowell, 

1,242,000 

Dec.  18, 

209,000 

June    9 

Lynn,  ; 

341,200 

Dec.  18, 

56,500 

July    8 

jVlalden, 

145.600 

Dec.  21, 

32,700 

June  18 

Manufacturers'  (Fall  River),     . 

122,100 

Dec.  12, 

10,900 

June  10 

Marblehead 

22,000 

Dec.  19, 

3,500 

May  12 

Marlborough,      .         .         .         . 

32,190 

Dec.  19, 

3,080 

Aug.    6 

Middleborough,  .... 

5,000 

Dec.  24, 

1,400 

April   4 

Milford, 

51,440 

Dec.    3, 

9,310 

July    4 

Miller  s  River  (Athol),       . 

22,000 

Dec.     - 

1,600 

June    - 

Mutual  (Southbridge), 

i_ 

- 

- 

- 

Nantucket, 

13,950 

Aug.  31, 

2,710 

April  13 

Matick 

22,600 

Jan.    1, 

3,700 

Aug.    1 

New  Bedford,     .... 

225,500 

Dec.  18, 

64,400 

Aug.  17 

i  Not  returned. 


2  No  station  meter. 
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Greatest 

Least 

NAME  OF  COMPANY. 

Output. 

D.ite. 

Output. 

Date. 

Newburyport,     .        .        .        . 

65,660 

Dec.  11, 

16,400 

July  15 

Newton, 

236,000 

Jan.  22, 

68,000 

July  21 

North  Adams,     . 

93,500 

Dec.  19, 

18,600 

July  23 

Northampton,     . 

61,688 

Dee.  17, 

5,902 

July  12 

North  Attleborough, 

86,393 

Dec.    4, 

8,483 

June    9 

Norwood,    . 

1  _ 

- 

- 

- 

Pittsfield,    . 

.68,000 

Dec.  23, 

18,000 

July    3 

Plymouth,  . 

21,300 

Dec.  31, 

5,090 

May  30 

Roxbury,     . 

748,000 

Dec.  18, 

182,064 

July  29 

Salem, 

203,000 

Nov.  29, 

62,000 

May  25 

South  Boston, 

304,658 

Dee.  24, 

85,690 

July  24 

Spencer, 

42,200 

Oct.  31, 

14,100 

Aug.  15 

Springtield, 

406,000 

Dec.  19, 

83,000 

July  23 

Taunton, 

225,000 

Dec.  28, 

55,000 

June  16 

Waltham,    . 

175,000 

Nov.  25, 

18,900 

July    4 

Ware,           .         .      . 

30,130 
1  _ 

Jan.    3, 

4,450 

June    9 

Webster, 
Westfield,  . 

34,800 

Dec.  18, 

7,000 

Aug.    6 

Woburn, 

44,600 

Dec.  11, 

11,300 

July    4 

Worcester,  . 

568,000 

Nov.  29, 

106,000 

June  29 

I  Notretiu-ned. 


GAS   COMMISSIONERS. 


[Jan. 


The  following  tables  show  the  total  quantity  of  gas  sold  during  the 
year  ending  June  30,  1889  ;  the  percentage  of  increase  in  sales  over 
the  previous  year ;  the  capital  (including  bonds)  per  thousand  feet 
sold ;  the  average  price  receivq,d  for  all  gas  sold  during  the  year 
ending  June  30,  1889  ;  and  the  average  price  received  the  year 
previous :  — 

Coal-gas  Companies. 
[Boldface  figures  show  decrease.] 


NAME  or  COM  PAX  Y. 

Total  Sales  of 
Gas. 

o  a; 

c 
a;  00 

111 

lis 

'5.0  c 

5  "■" 

< 

< 

Feet. 

Adams,    .         .        .        . 

6,533,714 

6.64 

$3  126 

$2  35 

$2  35 

Aniesbury, 

3,812,600 

0.66 

15  737 

1  91 

1  98 

Arlington, 

5,478,084 

2.91 

12  778 

2  76 

2  69 

Attleborough, . 

5,901,575 

1.60 

8  116 

2  00 

2  25 

Beverly,  . 

5,542,900 

12.24 

'  12  232 

2  41 

2  57 

Boston,     . 

1,237,646,700 

5.60 

2  088 

1  25 

1  31 

Bi'oekton, 

13,170,b00 

3.26 

7  517 

2  03 

2  09 

Brookline, 

50,930,432 

12  12 

' 10  465 

2  13 

2  16 

Cambridge, 

110,018,902 

4.28 

6  362 

1  68 

1  68 

Charlestown,   . 

73,867,528 

1.15 

'6  818 

1  68 

1  72 

Chelsea,  . 

31,561,702 

2.72 

» 10  445 

1  95 

2  10 

Chicopee, 

7,275,168 

618 

4  124 

1  83 

1  95 

Citizens'  (Quiney), 

4,860,500 

436 

9  361 

2  35 

2  38 

Citizens'  (Wakefield),     . 

4,329,443 

6  74 

22  063 

2  44 

3  32 

Clinton,    .... 

6,515,020 

1.91 

'7  674 

2  19 

2  15 

Danvers,  . 

1,163,100 

4  40 

18  915 

2  87 

3  20 

Dedham, . 

6,433,700 

7.58 

16  942 

2  45 

2  67 

Dorchester, 

56,206.171 

12.81 

7  116 

2  02 

2  14 

East  Boston,    . 

84,642,924 

4.37 

6  351 

1  71 

1  76 

Easthampton,  . 

3,761,200 

20.45 

7  976 

2  51 

2  50 

J'all  River, 

46,863,576 

7.55 

6  145 

1  57 

1  57 

Fitchburg, 

15,443,500 

2.50 

3  885 

1  80 

1  86 

Gloucester, 

12,479,370 

13.88 

4  992 

1  80 

1  80 

Greenfield, 

2,891.500 

1.30 

17  292 

2  37 

2  39 

Haverhill, 

43,673,700 

5.32 

2  575 

1  48 

1  51 

Holyoke, . 

41,924,000 

2.65 

- 

1  60 

1  74 

Jamaica  Plain,  - 

31,229,652 

13.71 

7  445 

1  94 

2  12 

Lawrence, 

67,096,185 

6  66 

'7  303 

1  44 

1  43 

Lowell,    . 

200,039,900 

8  91 

2  499 

1  10 

1  19 

Lynn, 

55,332,000 

14  30 

'6  777 

1  77 

1  79 

Maiden,   . 

27,653,500 

1.20 

7  957 

1  96 

1  99 

Manufacturers' 

(Fall 

River), 

12,180,900 

5.12 

4  105 

1  54 

1  54 

Marblehead,     . 

3,137,870 

1084 

13  703 

2  68 

2  76 

Marlborough,  . 

4,327,170 

10  53 

11  554 

2  13 

2  44 

Mil  ford,  . 

8,484,526 

0.40 

9  429 

1  97 

1  97 

Millers  River  (Athc 

>1),   '. 

2,459,700 

3.67 

' 30  898 

2  31 

2  45 

1  Capital  invested  in  electric-light  plant  included. 
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Total  Sales  of 

u  u 
o 

^§3 

e  Price 
!  i  V  ed 
1  sold, 

19. 

e  Price 
■  i  V  e  (1 
1   sold, 

i8. 

NAME  OF  COMPANY. 

OC  GO      . 

"'"-^ 

tD  *>*•*' 

it  ■"*  -y 

Gas. 

|i| 

11- 

S  "  Sl 

S  o  "rS 

>  U  0.rt 

>  u  £.33 

■5 

o 

«r; 

■< 

Feet. 

Nantucket, 

2,157,070 

4.38 

$16  689 

$2  71 

$2  76 

Natick,     . 

3,426,300 

14.86 

8  318 

2  24 

2  55 

New  Bedford, . 

42, 5!J  1,9,00 

2.11 

'11  593 

1  55 

1  58 

Newburyport, . 

9,877,800 

5.38 

8  099 

1  98 

2  00 

Newton,  . 

44,435,400 

10.41 

4  501 

1  95 

2  03 

North  Adams, . 

16,820,400 

15.20 

3  508 

1  82 

1  83 

Northampton, . 

10,071,100 

6.57 

4  965 

1  91 

1  98 

North  Attleborough 

?        • 

11,311,800 

4.40 

12  040 

2  01 

2  23 

Norwood, 

1,968,600 

52.32 

6  096 

2  36 

2  47 

Pittsfield, 

12,822,480 

421 

4  874 

1  96 

1  99 

Plymouth, 

4,127,140 

10.52 

9  692 

2  19 

2  23 

Roxbury, 

154,449,567 

547 

3  885 

1  59 

1  71 

Salem, 

38,028,910 

0.41 

7  889 

1  80 

1  80 

South  Boston, . 

61,826,024 

5.75 

7  812 

1  72 

1  75 

Spencer,  . 

8,903,600 

270 

'  19  226 

1  21 

1  25 

Springfield, 

76,888.000 

11.15 

7  478 

1  67 

1  72 

Taunton, . 

33,041,300 

5  06 

2  421 

1  53 

1  59 

Waltham, 

27,653,100 

1.15 

'5  786 

1  81 

1  81 

AVare, 

1,870,366 

7.13 

- 

2  38 

2  2  54 

Webster, . 

3  886,400 

- 

- 

2  32 

2  57 

Westfield, 

5,805,233 

2.72 

1 13  780 

2  26 

2  34 

Woburn,  . 

7,695,050 

9.69 

5  861 

1  94 

1  99 

Worcester, 

104,790,300 

14.24 

4  962 

1  50 

1  50 

Oil-gas  Companies. 


Amherst, .... 

910,807 

27.63 

$12-077 

$5  46 

$5  36 

Chicopee  Falls, 

678,230 

6.08 

- 

23  57 

23  63 

Gardner,  . 

785,000 

4  _ 

54  140 

4  50 

5  61 

Ipswich,  . 

1,333,000 

25.59 

18  892 

2  90 

3  05 

Lee, 

260,400 

10.33 

- 

7  50 

7  50 

Leominster, 

1,936,468 

9.03 

25  820 

4  31 

4  81 

Lexington, 

841,670 

13.88 

25  719 

4  93 

5  26 

Middleborough, 

a  _ 

_ 

■  _ 

5  40 

_ 

Mutual  (Southbridge),    . 

1,220,300 

3.14 

12  292 

3  00 

3  00 

1  Capital  invested  in  electric-light  plant  included. 

2  Average  price  for  gas  sold  to  the  public. 

3  For  seven  months  only. 

*  Works  in  operation  last  year  for  five  months  only. 
6  Return  covers  nine  months  only. 
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GAS   COMMISSIONEES. 


"Jan. 


The  following  tables  show  the  capital  (iDcluding  bonds) ,  the  gas 
sold,  the  gas  unaccounted  for,  and  the  number  of  consumers  per  mile 
of  main  ;  also  the  gas  sold  per  consumer  and  per  meter  light :  — 

Coal-gas  Companies. 


Pek  Mile  of  Main. 

Gas  sold 

Gas 

NAME   OF   COMPANY. 

Gas  un- 

Number 

per 

sold  per 

Capital. 

Gas  sold. 

accounted 
for. 

of 
Consumers. 

Consumer. 

Meter 
Light. 

Feet. 

Feet. 

Feet. 

Feet. 

Adams,     .        .        .        . 

$3,460 

1,106,743 

174,257 

26.4 

37,177 

3,862 

Amesbury, 

9,772 

620,944 

124,103 

22.3 

26,734 

3,321 

Arlington, 

3,196 

250,141 

64,488 

17.6 

14,229 

2,392 

Attlehorough,   . 

12,739 

1,569,568 

252,480 

54.5 

28,788 

5,637 

Beverly,    .        •        .        . 

19,576 

782,894 

111.151 

54.9 

13,355 

3,339 

Boston 

19,144 

9,167,985 

663,033 

229.4 

38,195 

3,796 

Biockton, 

7,857 

1,021,445 

180,412 

52.9 

19,745 

3,067 

Bi'ookline, 

19,509 

908,656 

112,308 

29.2 

22,895 

3,298 

Cambridge, 

8,644 

1,358,593 

H2,U8 

63.9 

19,205 

3,536 

Charlestown,    . 

112,922 

1,890,925 

293,936 

96.1 

16,062 

3,313 

Chelsea 

17.416 

709,252 

139,694 

34.2 

18,241 

3,774 

CIiiGopee,  .... 

8,571 

2,083,411 

436,252 

51.4 

40,292 

3,442 

Citizens'  (Quincy),  . 

3,620 

386,675 

117,430 

26.9 

12,678 

2,540 

Citizens'  (Wakefield),     . 

4,765 

216,472 

78,590 

16.5 

11,883 

1,551 

Clinton,     .        .        .        . 

111,211 

1,460,767 

416.475 

46.9 

31,005 

1,775 

Danvers 

7,719 

408,105 

189,825 

40.3 

10,113 

1,434 

Dedham,  .        .        .        , 

8,610 

508,190 

122,545 

23.5 

19,536 

2,694 

Dorchester, 

7,657 

1,075,922 

152,238 

46.5 

14,618 

2,934 

East  Boston,     . 

11,055 

1,740,850 

191,709 

69.1 

17,035 

4,330 

Easthampton,   . 

3,241 

1,210,900 

161,121 

48.2 

20,777 

1,840 

Fall  River, 

14,575 

2,371,640 

332,643 

55.4 

39,331 

2,997 

Fitchburg, 

5.254 

1,352,321 

101,952 

50.4 

25,467 

3,433 

Gloucester, 

10,950 

2,193,206 

236,314 

103.9 

19,757 

4,352 

Greenfield, 

10,504 

607,458 

179,538 

46.6 

13,025 

3,174 

Haveihill, 

6,940  - 

2,694,245 

142,770 

113.2 

27.641 

4,067 

Holyoke,  .        .        .        . 

- 

2,621,988 

370,357 

81.0 

32,056 

3,714 

Jamaica  Plain, 

8.826 

1,185,186 

120.556 

45.0 

16,249 

2,814 

Lawrence, 

116.S32 

2,304,919 

226,946 

76.2 

30,237 

4,514 

Lowell, 

7,122 

2,849,571 

167,717 

99.9 

27.438 

3,595 

Lynn,         .        .        ..       • 

■13,827 

2,046,265 

319,937 

79.5 

24,538 

4,294 

Maiden,     .        .        .        . 

4,094 

514,580 

46,727 

29.7 

16,982 

2,943 

Manufacturers'       (Fall 

River) 

11,111 

2,706,872 

282,421 

,58.2 

42,797 

2,130 

Marblehead,      . 

10,831 

790,396 

125,473 

47.3 

14.297 

2.074 

Mari>)orough,   . 

18,315 

1,584,044 

336,960 

59.3 

26,293 

2.862 

Milford,     .        .        .        . 

11,611 

1,341,383 

100,363 

61.1 

19,222 

2.922 

Miller's  River  (Athol),    . 

123,457 

759,184 

81,790 

41.0 

18,118 

2,711 

^'anIucket, 

7  438 

446,703 

59,194 

34.4 

10,689 

2,331 

Naiick,      .        .        .        . 

7,744 

931,060 

46,467 

56.0 

1.5,225 

1,887 

Kew  Bedford,   . 

117,332 

1.494,977 

128,238 

85.9 

14,760 

2.943 

Newburvport,  . 

8.938 

1,103,665 

144,772 

50.4 

21,902 

3,723 

Newton,"    . 

3,344 

742,943 

76.821 

33  2 

19,378 

3,174 

North  Adams,  . 

5,978 

1,704,194 

291,327 

50.9 

29,104 

4,011 

Northampton,  . 

5  531 

1,114,060 

95,343 

44.9 

24,806 

3,281 

North  Attleborough, 

15.252 

1,266,703 

122,506 

40  1 

31,597 

4,371 

Norwood, .        .        .        . 

2,844 

466,493 

- 

9.5 

49,215 

3,264 

Pittsfield,  .        .        .        . 

7,872 

1,614,922 

237,622 

77.3 

19,395 

4,066 

Plymouth, 

11,142 

1,149,621 

14,785 

64.9 

16,323 

2,585 

Roxbury, .        .        .        . 

8.511 

2,190,775 

226,346 

93.7 

18,744 

3,525 

Salem,       .        .        .        . 

11,669 

1,479,150 

268,494 

89.3 

16.140 

3,316 

South  Boston,  . 

16,941 

2,168,573 

216,905 

78.5 

22,091 

4,325 

Spencer,     .        .        .        . 

114.040 

735,834 

73.636 

35.9 

20,515 

4,352 

Springfield, 

14,545 

1,945,050 

95,313 

80.7 

22,648 

3,716 

Taunton,  .        .        .        . 

4,338 

1,791,827 

99,278 

62.8 

27,380 

3,462 

1  Includes  capital  invested  in  electric-light  plant. 
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Feb  Milk  op  Main. 

Gas  sold 

Gas 

NAJIE  OF  COMPANY. 

Capital. 

Gas  sold. 

Gas  un- 
accounted 
for. 

Number 

of 

Consumers. 

per 
Consumer. 

Meter 
Light. 

Waltham 

"Ware 

AVebster.^ .... 

i$9,938 
119,084 

Feet. 

1,717,522 
1,827,237 

Feet. 
64,940 
224,434 

j 

51.2 
61.3       ■ 
32.1 

Feet. 
31.943 
30,470 

Feet. 
4,721 
2,672 

"Westfield 

Woburn,    .... 
"Worcester, 

Uo,325 

9,202 

12,482 

1,112,114 
1,247,182 
2,515,370 

188,500 
119,928 
193,170 

58.6 
64.8 
99.8 

18,389 
19,237 
24,295 

3,300 
3,340 
5,231 

Oil-gas  Companies. 


Amherst,  .... 

$2,638 

218,420 

29.2 

6,845 

1,651 

Chicopee  Falls, 

- 

550,070 

- 

60  9 

9,036 

2,303 

Gardner,    .... 

4,686 

86,549 

9,949 

10.9 

7,929 

2,023 

Ipswich 

8,867 

469,366 

- 

33.5 

13,979 

1,123 

Lee,   ..... 

- 

197.273 

- 

53.0 

3,720 

1,157 

Leominster, 

7,143 

276,638 

23,561 

29.7 

7,731 

1,564 

Lexinsrton, 

7,569 

294,290 

- 

34.9 

6,367 

1,645 

Middleboroufih, 

8,351 

3  _ 

_ 

35.2 

-, 

Mutual  (Southbridge),    , 

7,281 

592,378 

96,456 

86.4 

6,753 

1,396 

1  Includes  capital  Invested  in  eleotric-Uglit  plant, 

2  Return  for  seven  months  only, 

3  Return  for  nine  months  only. 
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The  following  tables  show  the  materials  and  quantity  of  each  used 
in  the  manufacture  of  water  and  oil  gas,  also  the  process  used  and 
the  quantity  of  water  gas  made  :  — 

Water  Gas. 


Quantity 

Quantity 

Gas 

Name    op 

Process 

Materials  used  in 

Enricher 

made. 

Company. 

used. 

Generator. 

Tons. 

used. 

Gallons. 

Feet. 

Amesbury, 

Granger, . 

Coal,      . 

1284 

Naphtha,    . 

24,100 

4,604,592 

Bay  State, 

Fhinnery, 

Anthracite,   . 

2  486J 

I  Naphtha,  . 
/  Crude  oil, . 

115,951  I 
1,592  i 

23,566,000 

Charlestown,     . 

Granger, . 

Coke,     . 

3  _ 

Naphtha,     . 

45,883 

6,540,400 

Fall  River, 

Lowe, 

Hard       white -ash 

coal,    . 

«328} 

Petroleum, . 

72,141 

13,604,200 

Lynn, 

Granger, . 

Coke,     . 

6  _ 

j  Naphtha,  . 
1  Lima  oil,   . 

5,945  ) 
17,312  i 

3,693,000 

Miller's      River 

(Athol), 

Granger, . 

Lehigh  coal, . 

0    87 

Naphtha,    . 

11,300 

2,800,000 

Spencer,    . 

Evans,     . 

Coke,     . 

7  _ 

Petroleum,. 

6,700 

1,500,000 

Worcester, 

Granger, . 

Coke,     . 

8  _ 

Naphtha,     . 

118,130 

19,388,000 

1  85  tons  of  coal  used  for  generating  steam. 

2  5103  tons  of  coal  used  for  generating  steam. 

s  2503  chaldrons  used  in  generator,  888  chaldrons  used  for  steam. 

*  90  tons  of  coke  and  55  tons  of  screenings  and  slack  used  for  generating  steam. 

8  From  1  to  1|  bushels  per  M  used  in  generator.    Coke  used  for  steam,  quantity  not  given. 

s  27j  tons  of  Lehigh  coal  used  for  generating  steam. 

'  Quantities  use«l  not  given. 

8  14,500  bushels  of  coke  used  in  generator,  and  about  one-sixth  of  a  bushel  per  M  used  for 


steam. 


Oil  Gas. 


Name  of  Company. 

Materials  used. 

Quantity 

used. 
Gallons. 

Fuel  used. 

Quantity 
used. 

Amherst,  . 
Chicopee  Falls, 
Gardner,  . 
Ipswich,   . 
Lee,  . 
Leominster, 
Lexington, 
Middleborough, 
Mutual  (Southbridj 

* 

'e), 

Naphtha, 

Petroleum, 

Naphtha, 

Naphtha, 

Petroleum, 

Petroleum, 

Petroleum, 

Naphtha, 

Petroleum, 

13,885 
24,455 
14,800 
13,747 
5,667 
22,517 
10,392 
1  1,230 
15,439 

Coke,   . 
Anthracite, 
Wood, 
Coal,     . 
Coke,   . 

Cumberland  coal, 
Anthracite, 
Wood, 
Anthracite,  2 

3,280    bush. 
73    tons. 
96    cords 
63    tons. 
33^  tons. 
lOfii  tons. 
67    tons. 
62    cords 
44    tons. 

1  For  nine  months  only. 

2  Two  and  one-half  cords  of  wood  used. 
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Street  Mains. 

As  noted  in  previous  reports,  several  companies  still  estimate  the 
lengths  of  their  street  mains.  A  knowledge  of  the  size  of  mains  in 
each  street  in  the  territory  covered  by  them  would  seem  to  be  of 
advantage  to  the  companies  themselves.  Adequate  pressure  through- 
out an  extended  system  of  mains  is  almost  wholly  dependent  on  the 
size  of  the  mains,  and  a  sufficient  supply  of  gas  can  be  obtained 
when  extensions  are  projected  only  by  a  thorough  knowledge  of  the 
sizes  and  lengths  of  each  size  of  the  mains  lying  between  the  works 
and  district  proposed  to  be  supplied. 

During  the  year  the  companies  in  the  State  laid  about  fifty-four 
miles  of  mains,  the  increase  being  distributed  among  fifty- two  com- 
panies, and  varying  in  the  several  cases  from  about  one  hundred  feet 
to  nearly  six  miles. 

The  following  table  shows  the  lengths  and  sizes  of  the  mains,  as 
returned  by  the  companies  :  — 
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76 
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199 

84 

300 

11,579 
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3,160 

2,658 

1,192 
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13 
135 
118 

78 

63 
218 
1,156 
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267 

91 

«5 
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o 
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Adams, 
Amesbury,  . 
Amherst, 
Arlington,     . 
Attleborough, 
Beverly, 
Boston, 
Brockton,     . 
Brookline,     . 
Cambridge,  . 
Charlestown, 
Chelsea, 
Chioopee, 
Chicopee  Falls, 
Citizens'  (Quincy 
Citizens'  (Wakefi 
Clinton, 
Danvers, 
Dedham, 
Dorchester,  . 
East  Boston, 
Easthampton, 
Fall  River,    . 
Fitchburg,    . 
Gardner, 
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GAS   COMMISSIONERS. 


[Jan. 


High-Power  Gas  Lamps. 

The  following  table  shows  the  nuijiber  of  Lungren  or  other  high- 
power  gas  lamps  in  use  June  30,  1889  :  — 


Adams, 35 

Maiden,       .... 

182 

Beverly, 

13 

Manufacturers'  (Fall  River), 

5 

Brockton,    . 
Brookline,   . 

50 
2 

Marblehead  \  ^"""^^"'      " 
^  Albo-carljon, 

1 
50 

Cambridge, 

141 

Miller's  River  (Athol), 

6 

Chelsea, 

21 

Natick,        .... 

28 

Citizens'  (Quincj 

•)> 

3 

New  Bedford, 

10 

Clinton, 

13 

Newburyport, 

6 

Dedham, 

4 

Newton, 

98 

Dorchester, . 

6 

North  Adams,     . 

130 

East  Boston, 

, 

66 

Northampton, 

22 

Fall  River,  . 

33 

North  Attleboi'ough, 

60 

Fitchbnrg,  , 

7 

Pittsfield,     . 

9 

Gloucester      ^"i'°=^'"j 

}  Albo-carbon, 

6 
150 

Plymouth,    . 
Salem, 

88 

7 

Greenfield,  . 

21 

South  Boston, 

9 

Haverhill,    . 

112 

Springfield, 

27 

Jamaica  Plain, 

2 

Taunton, 

60 

Lawrence,  . 

225 

Waltham,    . 

35 

Leominster, 

2 

Westfield,    . 

20 

Lowell, 

40 

Woburn, 

12 

Lynn,  .         .      ,  . 

17 

Worcester,  . 

• 

12 

Gas  Stoves. 

The  number  of  gas  stoves  in  use  remains  with  most  companies  very 
small.  If  the  companies  were  to  aid  the  consumers,  either  by  a 
reduction  in  the  price  of  day  gas  or  by  furnishing  stoves  at  a  rental 
or  by  selling  them  at  cost,  it  is  probable  that  much  could  be  done 
towards  increasing  the  output  of  day  gas,  especially  in  summer. 

An  increased  output  of  gas  in  summer  would  utilize  the  manufact- 
uring plant  to  greater  advantage,  reducing  the  capital  charge  on  that 
account,  would  not  require  any  increase  of  distribution  plant,  and 
would  only  slightly  increase  distribution  and  management  expenses  ; 
taxes  would  not  be  increased,  and  the  greater  yearly  output  would 
tend  to  reduce  the  cost  of  production  per  thousand  feet,  by  the  distri- 
bution of  many  expenses  over  this  larger  amount  of  gas. 
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The  companies  reporting  more  than  one  hundred  stoves  in  use  on 
June  30,  1889,  are  as  follows  :  — 


Fall  Elver, 

.      102 

Spencer,   . 

.     356 

Gloucester, 

.      115 

Springfield, 

about  1,500 

Holyoke,  . 

about      275 

Taunton,  . 

.      Ill 

Lawrence, 

about      250 

Waltham, 

.      162 

Lowell,     . 

about  2,000 

Worcester, 

about     800 

New  Bedford,  . 

.      657 

Twenty-five  companies  report  48  gas  engines  in  use,  the  largest 
number  reported  from  any  one  place  being  7,  at  Lynn. 

Public  Lamps. 

The  number  of  public  gas  lamps  supplied  by  the  companies  cou- 
tinues  to  diminish  in  about  the  same  ratio  as  noted  in  the  last  report. 

The  net  loss  to  the  coal-gas  companies  was  999  ;  or,  omitting  Cot- 
tage City,  from  which  company  no  return  was  received,  the  loss  was 
988. 

Tlie  loss  to  the   oil-gas   companies  was   relatively  much  greater 
the  company  at  Leominster  losing  110  lamps  ;  and  the  net  loss  to  the 
several  companies  was  76,  or  more  than  one-third  of  all  the  lamps 
furnished  by  them. 

The  following  table  shows  the  number  of  lamps  supplied  June  30, 
1889,  the  net  increase,  or  decrease,  during  the  year,  the  average 
price  per  tliousand  feet  received  from  gas  used  for  street  lamps,  and 
also  the  cost  per  thousand  of  the  care  of  the  lamps  when  this  is  done 
by  the  companies. 

Public  Lamps.  —  Coal  Gas. 


Increase  or  Deokeasb 

Average 
Price 

Expense  of 

Number 

DURING  THE  YEAR. 

Lighting 

NAME  OF  COMPANY. 

of  Lamps 
supplied. 

per  M, 
including 

and  Care  of 

Lamps 

Increase. 

Decrease. 

Expenses. 

per  M. 

Adams, 

64 

1 

_ 

$2  0480 

_ 

Amesbury,     . 

11 

1 

- 

1  7600 

fO  4040 

Arlington, 

- 

- 

60 

- 

- 

Beverly, 

47 

_ 

5 

2  3223 

0582 

Boston,  . 

3,028 

_ 

526 

1  0000 

- 

Brookline, 

820 

14 

_ 

1  9981 

2030 

Cambridge,    . 

862 

_ 

91 

1  4030 

_ 

Charlestown, 

918 

_ 

35 

1  5512 

_ 

Chelsea, 

511 

_ 

19 

1  8350 

_ 

CMcopee, 

4 

- 

2 

2  0000 

- 
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Increase  or  Decrease 

Average 

Expense  of 

Number 

DURING 

ruE  Year. 

Price 
received 

Lighting 

NAME  OF  COMPANY. 

of  Lamps 

per  M, 

and  Care  of 

supplied. 

Including 

Lamps 

Increase. 

Decrease. 

Expenses. 

per  M. 

Citizens'  (Quincy), 

62 

_ 

77 

$1  6586 

fO  6911 

Citizens'  (Wakefield),  . 

85 

- 

- 

1  8197 

- 

Clinton,          .         .         .         . 

6 

_ 

— 

2  3751 

_ 

Dedham,        .         .        .        . 

109 

1 

- 

2  2502 

_ 

Dorchester,    .        .         .        . 

1,304 

35 

_ 

1  8039 

_ 

East  Boston, .... 

690 

- 

32 

1  6170 

- 

Easthampton, 

- 

- 

56 

2  4000 

- 

Fall  River,     .... 

328 

- 

32 

1  4925 

- 

Fitchburg,    • . 

62 

_ 

4 

1  5921 

_ 

Gloucester,    .        .        .        . 

100 

1 

- 

1  6905 

- 

Greenfield,     .         .        .         . 

- 

_ 

6 

- 

_ 

Haverhill,      .         .         .         . 

232 

4 

_ 

1  3472 

_ 

Holyoke,        .... 

76 

2 

_ 

1  5000 

- 

Jamaica  Plain, 

740 

27  . 

_ 

1  8581 

_ 

Lowell, ..... 

943 

109 

_ 

1  1000 

- 

Lynn, 

264 

- 

14 

1  7738 

- 

Maiden,          .... 

2 

_ 

167 

2  1954 

6743 

Mannfactiirers'  (Fall River), 

100 

_ 

_ 

1  4999 

_ 

Marblehead,  .... 

79 

6 

- 

2  4000 

8876 

Marlborough, 

8 

_ 

3 

2  4705 

_ 

Milford,         .... 

- 

- 

39 

1  8999 

4998 

Miller's  River  (Athol), 

- 

- 

64 

- 

- 

Nantucket,     .... 

76 

4 

- 

2  0712 

6808 

Natick, 

29 

12 

_ 

1  0409 

- 

New  Bedford, 

479 

22 

_ 

1  4739 

4001 

Newton,         .... 

753 

— 

18 

- 

- 

North  Adams, 

116 

9 

_ 

1  2695 

2721 

Pittsfield,       .     ,    . 

70 

_ 

_ 

2  0000 

6198 

Plymouth,      .... 

43 

- 

- 

2  4897 

8006 

Roxbury,       .... 

1,848 

- 

4 

1  5002 

- 

Salem, 

98 

_ 

14 

1  8000 

0061 

South  Boston, 

765 

- 

30 

1  6003 

- 

Springfield,  .... 

484 

13 

- 

1  3746 

- 

Taunton,        .... 

147 

- 

16 

1  5661 

- 

Waltham,      .... 

176 

_ 

2 

3  3317 

9540 

Ware, 

- 

- 

20 

- 

- 

Webster,        .... 

- 

- 

40 

- 

- 

Westfield,      .... 

- 

- 

16 

- 

- 

Worcester,     .... 

567 

- 

67 

1  5000 

- 

Total,     .... 

17,086 

- 

- 

- 

- 

Oil  C 

ras. 

Amherst,        .... 

36 

_ 

_ 

f6  0000 

_ 

Chicopee  Falls,     . 

18 

- 

- 

- 

- 

Ipswich,         .... 

12 

12 

- 

3  6000 

Leominster,  .... 

_ 

- 

110 

6  6036 

^0  7094 

Lexington,     .... 

87 

2 

- 

4  0244 

0446 

Middleborough,     . 

20 

20 

- 

- 

- 

Mutual  (Southbridge), 

1 

- 

- 

3  0000 

- 

Total,      .... 

174 

- 

- 

- 

- 
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Purity  of  Gas. 

The  law  provides  that  when  the  gas  of  any  company  is  found  on 
three  consecutive  inspections  to  give  less  light  than  fifteen  standard 
English  candles,  or  to  contain  more  than  twenty  grains  of  sulphur  or 
ten  grains  of  ammonia  per  hundred  cubic  feet  of  gas,  or  more  than 
ten  per  cent,  of  carbonic  oxide  or  any  sulphuretted  hydrogen,  a  fine 
of  one  hundred  dollars  shall  be  paid  by  such  company  to  the  city  or 
town  supplied  by  it.     (Pub.  Stats.,  chap.  61,  sect.  14.) 

The  following  table  shows  the  amount  of  impurities  found  on  the 
given  dates,  and  the  whole  number  of  inspections  during  the  year, 
of  the  gas  of  the  several  companies  therein  named,  as  reported  to 
this  Board  by  the  State  Inspector  of  Gas  :  — 


Kind  of 
Impurities. 

NAME  OF  COMPANY. 

Amount  of 
Impuritj'. 

Date  when 
found. 

Total 
Number  of 
Inspections 
during  the 

Year. 

u 

1     0) 
0)113   0 

Citizens'  (Quincy), 

Danvers, 

Easthampton,          .... 
Miller's  River  (Athol), . 

14.6 
14.2 
14.6 
14.3 

June  20, 
Nov.     1, 
May    26, 
May   29, 

3 
2 
3 
2, 

Sulphur, 
grains  per 
100  cu.  ft. 

Boston,   .        .        .        . 

22.9 

Oct.    11, 

52 

=S 

O 
O 

o 
1—1 

;-l 
<s 

ft 
CO 

"3 

bJD 

'S 
o 

s 
a 
< 

Boston,   . 

Citizens'  (Wakefield), 
Gloucester,     . 

Haverhill, 

Lowell,  . 

Plymouth, 

Roxbury, 

i( 
Salem,    . 
South  Boston,     •    . 

a. 

10.8 
16  4 
10  8 
27.9 
16.1 
17.5 
14.5 
11.2 
31.2 
14.8 
32.3 
16.9 
10.5 
11.7 
11.9 

May     7, 
May    17, 
May    22, 
Mar.  20, 
Dec.    12, 
Mar.  22, 
Dec.    31, 
Dee.    21, 
July   12, 
Nov.  16, 
Dee.    11, 
Dec.    26, 
Nov.   30, 
June  13, 
Dec.    12, 

52 

2 
4 

9 

33 

2 

25 

8 
12 

t3 

<V    J. 

s  s 

02 

Adams, 

Amesbury, 

Boston, 

Fall  River, 

Trace, 

Nov.   14, 
Dec.    13, 
Dec.    17, 

Nov.  20, 

3 

3 

52 
9 
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Total 

Kind  of 
Impurities. 

KAME  OF   COMPANY. 

Amount  of 
Impurity. 

Date  when 
found. 

Number  of 

Inspections 

during  the 

Year. 

6 

Amesbury, 

29  96 

28.74 

Mar.   21, 
Oct.    31, 

3 

o 

(( 

2393 

Dec.    13, 

_ 

^ 

Cottage  City, 
Dorchester, 

16.24 
12.37 

Nov.     7, 
Nov.  29, 

2 

10 

-u 

a 

10  97 

Dec.    20, 

- 

O 

Fall  River, 

21.09 

Jan.    24, 

9 

Sh 

a 

12.67 

Mar.   13, 

- 

i( 

21.90 

18.62 

Sept.  24, 
Nov.   20, 

- 

3 

o 

'S 
o 

Miller's  River 
Roxbury, 

Spencer, 

11 

(Atl 

lOl), 

14.87 
14.50 
18.73 
14.76 
13.51 
14.26 

May    29, 
May    18, 
Sept.  11, 
Apr.    16, 
Sept.  24, 
Dec.     5, 

2 
25 

3 

Of  the  inspections  for  ammonia,  cited  above,  the  two  in  Boston 
were  consecutive. 

Of  those  for  carbonic  oxide,  the  ones  at  Amesbury,  Dorchester 
and  Spencer  were  consecutive.  At  Fall  River  the  first  two  were 
consecutive,  and  then  after  four  inspections,  when  less  than  ten  per 
cent,  of  carbonic  oxide  was  found,  the  other  two  are  again  consecu- 
tive, followed  by  the  last  one  of  the  year,  again  below  ten  per  cent. 

A  comparison  of  the  inspections  made  during  the  five  years  from 
1885  to  1889,  inclusive,  shows  the  following  results  :  — 


Number  of  inspections  made,  . 

Number  of  companies  subject  to 
inspection,  .... 

Number  of  companies  showing 
deficiency  in  candle-power. 

Highest  candle-power,  not  includ- 
ing ten  oil-gas  companies, 

Lowest  candle-power,  not  including 
ten  oil -gas  companies. 

Average  candle-power,  not  includ- 
ing ten  oil-gas  companies, 

Number  of  companies  shov/ing  snl- 
phu't'etted  hydrogen, 

Number  of  companies  showing 
excess  of  sulphur. 


517 


56 


15.1 


1886. 

426 

58 


14.7 


1887 

445 
59 


26.0        24.0        23.3 


12.5 


1888. 

458 
60 


21.6 


13.3 


1889. 

451 
59 


22.1 


14.2 


17.62      17.76      17.74      17.60      17.59 


3 

4 

4 

8 

7 

19.1 

29.2 

25.2 

23.1 

22.9 

2.8 

2.0 

1.4 

3.2 

1.5 

9.93 

10.42 

8.81 

9.26 

7.32 

36.4 

58.7 

43.4 

76.0 

32.3 

1.- 

1.- 

1.- 

1.- 

1.- 

3.21 

4.05 

3.29 

3.07 

2.82 
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188,j.    1886.    1887.    1888.    1889. 

Numbei"    of    companies     showing 

excess  of  ammonia,  ...        6  15  9  13  9 

Number    of    companies     showing 

excess  of  carbonic  oxide, 
Largest  amount  of  sulphur. 
Smallest  amount  of  sulphur. 
Average  amount  of  sulphur, 
Largest  amount  of  ammonia. 
Smallest  amount  of  ammonia. 
Average  amount  of  ammonia, 

The  inspections  of  the  ten  oil-gas  companies  showed  ;  — 

1885.    1886.    1887.    1888.    1889. 

Highest  candle-power,  .  .  .  61.3  58.6  59.7  52.4  55.0 
Lowest  candle-power,  .  .  .  20.0  23.0  22.1  215  20.8 
Average  candle-power,    .        .        .      30  60      30  35      30.36      33.73      34.72 


ELECTRIC   LIGHT. 

The  past  year  has  been  a  very  active  one  for  those  engaged  in  the 
electric  lighting  business.  During  the  year  forty-four  new  electric 
light  and  power  companies  have  been  incorporated,  and  four  new 
companies  for  the  manufacture  of  both  gas  and  electric  light.  There 
are  indications  of  further  improvements  in  the  processes  and  appa- 
ratus for  generating  electricity,  and  of  still  greater  perfection  in  the 
construction, of  the  lamps,  thereby  increasing  their  power  of  illumina- 
tion and  durability.  Good  reasons  exist  for  believing  that  the  cost 
of  production  has  been  reduced,  and  that  the  price  of  the  light  and 
power  to  consumers  will  be  gradually  lowered. 

There  is  a  feeling  of  doubt  in  the  minds  of  the  community,  which 
is  shared  also  by  many  engaged  in  the  business,  in  relation  to  the 
candle-power  of  electric  lights  and  the  quantity  of  electricity  actually 
used  in  operating  them.  Some  more  ready  and  convenient  method 
of  testing  the  candle-power  is  desirable  ;  and  also  a  means  of  measur- 
ing the  quantity  of  electricity  furnished  to  each  consumer,  which 
shall  be  inexpensive,  accurate,  and  the  operation  of  which  can  be 
easily  observed  and  understood.  Discoveries  in  this  line  are  already 
numerous  and  valuable,  but  most  of  them  are  too  costly,  too  compli- 
cated and  obscure.     This  uncertainty,  and  the  varying  estimates  of 
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cost,  account  in  some  measure  for  the  wide  range  in  price.  Frequent 
inquiries  have  been  made  of  the  Board  by  town  officers  and  others,  in 
relation  to  the  actual  candle-power  of  the  different  electric  lights  in 
use.  A  few  tests  have  been  made,  which  were  quite  satisfactory, 
but  they  were  expensive.  It  is  anticipated  that  ere  long  electric 
light  will  be  tested  and  measured  with  as  much  facility  and  accuracy 
as  gas  light. 

There  are  some  corporations  organized  to  do  electric  business 
which,  in  the  opinion  of  the  commissioners,  ought  to  be  formally  dis- 
solved. This  is  especially  true  of  those  companies  whose  property  and 
franchise  have  been  purchased  by  gas  companies  under  section  9,  chap- 
ter 385  of  the  Acts  of  1887.  Authority  to  engage  in  electric  lighting 
has  in  several  instances  been  given  to  gas  companies  under  the  chap- 
ter cited,  after  and  in  consideration  of  the  fact  that  they  had  executed 
an  agreement  to  buy  out  existing  electric  companies.  It  is  doubtful 
if  those  electric  companies  have  the  right  again  to  engage  in  business. 

The  following  list  is  given  of  electric  light  companies  in  this  State, 
with  the  year  of  incorporation,  location  and  capital. 

With  the  exception  of  the  companies  in  Hudson  and  Westborough, 
all  these  are  incorporated  under  the  laws  of  this  Commonwealth. 
The  two  companies  named  are  incorporated  under  the  laws  of 
Maine :  — 


NAME  OF  COMPANY. 


When 
incorpo- 
rated. 


Abington  Electric  Light  and  Power  Co., 

Abington  and  Rockland  Electric  Co  , 

Acton  Electric  Co.,  .... 

Adams  Electric  Light  and  Power  Co., 

Agawam  Electric  Co., 

Andover  Electric  Co., 

A.ver  Electric  Co  ,    . 

Beverly  Gas  Light  Co.,    . 

Blackstone  Electric  Co.,  . 

Blue  Hill  Electric  Co.,     . 

Boston  Electric  Light  Co., 

Braintree  Electric  Co.,    . 

Bridgewater  Electric  Co., 

Bristol  County  Electric  Co.,    . 

Brookline  Gas  Light  Co., 

Cambridge  Electric  Light  Co  , 

Canton  Electric  Co., 

Charles  River  Electric  Light  and  Power 

Co.,        .  .... 

Charlestown  Gas  Co  ,      . 


1889 
1889 
1889 
1887 
1889 
1888 
1889 
18881 
1889 
1889 
1888 
1889 
1889 
1889 
18871 
1886 
1889 

1889 
18862 


Abington, 
Abington, 
Acton,     . 
Adams,   . 
Ipswich, . 
Andover, 
Ayer, 
Beverly,  . 
Blackstone, 
Canton,  . 
Boston,   . 
Braintree, 
Bridgewater, 
Taunton, 
Brookline, 
Cambridge, 
Canton,   . 


Boston,  . 

Boston  (Charlestown), 


$15,000 
25,000 
10,000 

5,000 
10,000 
20,000 

5,000 

10,000 
20,000 
1,000,000 
10,000 
15,000 
20,000 

200,000 
25,000 

5,000 


1  Date  of  permission  to  engage  in  the  business  granted  by  the  Board. 

-  Date  of  permission  to  engage  In  the  business  granted  by  the  Legislature. 
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KAME  OF  COMPANY. 


When 
incorpo- 
rated. 


Of 


Chelsea  Gas  Liftht  Co.,    . 

Chicopee  Electric  Light  Co.,    . 

Clinton  Gas  Light  Co.,     . 

Citizens'  Electric  Co., 

Concord  Electric  Co., 

Cottage  Cit.v  Gas  and  Electric  Co., 

Danvers  Electric  Co., 

Danvers  Gas  Light  Co  ,  . 

Dedham  Electric  Co  ,      . 

Edison    Electric    Illuminating    Co. 

Boston, 

Edison    Electric   Illuminating    Co.    of 

Brockton, 
Edison    Electric   Illuminating    Co.    of 

Fall  River,    . 
Edison    Electric    Illuminating    Co.    of 

Lawrence, 
Edison    Electric    Illuminating    Co.    of 

New  Bedford,       .... 
Electric  Light  and  Patent  Flooring  Co 
Electric  Light  and  Power  Co.  of  Abing 

ton  and  Rockland, 
Fall  River  Electric  Light  Co  , . 
Fitchburg  Gas  Co.,  . 
Foxborough  Electric  Co., 
Framinghara  Electric  Co.,      , 
Franklin  Electric  Light  Co.,   . 
Gardner  Electric  Co., 
Gloucester  Electric  Co.,  . 
Grafton  and  Upton  Electric  Co., 
Great  Harrington  Electric  Light  Co 
Greenfield  Electric  Light  and  Power 
Haverhill  Electric  Co.,    . 
Holyoke  Water  Power  Co., 
Hopkinton  Electric  Co.,  . 
Hudson  Electric  Light  Co., 
Hyde  Park  Electric  Co., . 
Lawrence  Gas  Co.,  . 
Leicester  Blectric  Co., 
Leominster  Electric  Light  and  Power  Co. 
Lowell  Electric  Light  Corporation, 
Lynn  Gas  and  Electric  Co.,    . 
Maiden  Electric  Co , 
Mansfield  Electric  Co.,    . 
Marlborough  Electric  Co., 
Middleborough  Electric  Light  and  Power 

Co., 

Middleborough  Gas  and  Electric  Co., 
Milford  Electric  Light  and  Power  Co., 
Millbury  Electric  Co., 
Miller's  River  Gas  Light  Co., . 
Merchants'  Electric  Co.,  ... 
Merrimac  Electric  Co.,     . 
MonatiquotElectricLight  and  Power  Co. 
Monson  Gas  and  Electric  Co., 
Mutual  Gas  Light  Co.,     .... 
Nantucket  Electric  Light  Co., 
Natick  Electric  Co., 

Naumkeag  Electric  Co 

Needham  Electric  Co.,    . 
Neponset  Electric  Co.,     . 
New  Bedford  Gas  Light  Co.,  . 
Newburyport  Gas  and  Electric  Co., 
Newton  and  Watertown  Gas  Light  Co., 


Co 


887 


889 
889 


885 
883 
883 


884 
886 


883 
8891 
889 
888 
886 
888 
888 
889 
888 
886 
888 
8881 
889 
886 
888 
8871 
887 
888 
881 
8882 
888 
889 
■^886 


8891 
889 
889 
889 
889 
8891 
888 
889 
889 
889 
889 


Chelsea,  . 

Chicopee, 

Clinton,  . 

Webster, 

Concord, 

Cottage  City,  . 

Danvers, 

Danvers, 

Dedham, 

Boston,   . 

Brockton, 

Fall  River,      . 

Lawrence, 

New  Bedford, 
Amesbury, 

Abington, 

Fall  River,     . 

Fitchburg, 

Foxborough, . 

Framingham, 

Turner's  Falls, 

Gardner, 

Gloucester,     . 

Grafton, . 

Great  Harrington, 

Greenfield, 

Haverhill, 

Holyoke, 

Hopkinton,     . 

Hudson,. 

Hyde  Park,    . 

Lawrence, 

Leicester, 

Leominster,    . 

Lowell,   . 

Lynn, 

Maiden,  . 

Mansfield, 

Marlborough, 

Middleborough, 

Middleborough, 

Milford, . 

Millbury, 

Athol,     . 

Clinton,  . 

Merrimac, 

Braintree, 

Monson,. 

Southbridge, 

Nantucket, 

Natick,  . 

Peabody, 

Needham, 

Canton,  . 

New  Bedford, 

Newburyport, 

Newton, . 


$10,000 

10,000 

20,000 

25,000 

■   10,000 

25,000 

500,000 

71,000 

81,600 

65,000 

100,000 
35,600 

40,000 
90,000 

10,000 
80,000 
5,000 
26,900 
20,000 
20,000 
16,000 
15,000 
85,000 

10,000 

6,02-5 

25,000 

4,000 

30,000 

141,000 

100,000 
10,000 
30,000 

25,000 

39,300 
10,000 

25,000 
10,000 
25,000 
20,000 

12,000 
15,700 
20,000 
10,000 
50,000 


1  Date  of  permission  to  engage  in  the  business  granted  by  the  Board. 

2  Date  of  cousulidation  of  gas  and  ekctric  companies,  under  Act  of  the  Legislature. 
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NAME  OF  COMPANY. 


When 
incorpo- 
rated. 


North  Adams  Electric  Light  and  Power 
Co., 


Northampton  Electric  Lighting  Co., 
North  Attleborough  Steam  and  Electric 

Co 

North  Brookfield  Electric  Co., 

North  Shore  Electric  Co., 

Orange  Electric  Co., 

Palmer  Electric  Co., 

People's  Electric  Co., 

People's  Electric  Light  and  Power  Co., 

Peabody  Electric  Light  and  Power  Co. 

Pittsfield  Electric  Light  Co.,   . 

Pittsfield  Illuminating  Co , 

Plymouth  Electric  Light  Co., . 

Provincetown  Electric  Co., 

Quincy  Electric  Light  and  Power  Co., 

Randolph  and  Holbrook  Electric  Co., 

Randolph    and    Holbrook    Light   and 

Power  Co  , 

Randolph  Electric  Light  and  Ppwer  Co. 
R.-F.  Electric  Light  and  Power  Co., 
Rockland  Electric  Light  and  Power  Co. 
Salem  Electric  Lighting  Co.,  . 
Somerville  Electric  Light  Co., 
South  Hadley  Falls  Electric  Light  Co. 
Spencer  Gas  Co.,      .... 
Stoneham  and  Wakefield  Electric  Lighi 

and  Power  Co  ,     . 
Stoughton  Gas  Light  Co., 
Taunton  Electric  Lighting  Co., 
Union  Electric  Light  Co., 
United  Electric  Light  Co., 
Uxbridgeand  Northbridge  Electric  Co., 
Wakefield  Electric  Light  and  Power  Co., 
Waltham  Gas  Light  Co., 
Walworth  Light  and  Power  Co., 
Ware  Electric  Light  Co., . 
Warren  Electric  Co  , 
Webster  Electric  Co., 
Wellesley  Electric  Co.,    . 
Westborough  Electric  Light  and  Power 

Co.,       .        .        . 
Westborough  Gas  and  Electric  Co 
Westfield  Gas  Light  Co., . 
Weymouth  Light  and  Power  Co., 
Whitman  Electric  Co.,     . 
Williamstown  Electric  Light  Co., 
Winchendon  Electric  Co., 
Winchendon  Electric  Light  and  Power 

Co 

Winthrop  Gas  and  Electric  Co., 
Woburn  Electric  Light  Co.,    . 
Worcester  Electric  Light  Co., . 


1885 
1886 

1886 
1889 
1888 
1887 
1887 
1888 
1889 
1889 
188o 
1887 
1888 
1889 
1888 
1889 

1889 
1889 
1889 
1888 
1882 
1887 
1888 
1886 

1888 
1889 
1882 
1889 
1887 
1889 
1888 
1886> 
1888 
1887 
1889 
1889 
1889 

1886 
1889 
1887^ 
1889 
1888 
1888 
1889 

1889 
1889 
1888 
1883 


North  Adams, 
Northampton, 

North  Attleborough, 

North  Brookfield, 

Revere,  . 

Orange,  . 

Palmer,  . 

Easthampton, 

Wakefield, 

Peabody, 

Pittsfield, 

Pittsfield, 

Plymouth, 

Provincetown, 

Quincy,  . 

Randolph, 


Randolph, 
Randolph, 
Boston,  . 
Rockland, 
Salem,    . 
Somerville, 
South  Hadley 
Spencer, . 


Falls, 


Stoneham, 

Stoughton, 

Taunton, 

Franklin, 

Springfield, 

Ux  bridge, 

Wakefield, 

Waltham, 

Boston,   . 

Ware,     . 

Warren, . 

Webster, 

Wellesley, 

Westborough, 

Westborough, 

Westfield, 

Weymouth,    . 

Whitman, 

Williamstown, 

Winchendon,  . 

Winchendon, . 
Winthrop, 
Woburn, 
Worcester, 


1  Date  of  unanimous  consent  of  the  stockholders,  allowing  company  to  engage  in  the  business. 

2  Date  of  permission  to  engage  in  the  business  granted  by  the  Board. 
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The  following  companies  have  bonds  and  notes  outstanding :  — 


Boston, 

Cambridge, 

Chicopee,     . 

Edison  (Boston), 

Edison  (Brocl^tou), 

Edison  (Fall  River), 

Edison  (Lawrence), 

Edison  (New  Bedford), 

Electric  Light  and  Patent  Floor 

Fall  River,  . 

Framingham, 

Gardner, 

Gloucester, . 

Great  Barrington 

Greenfield,  . 

Hudson, 

Hyde  Park, 

Leicester,    . 

Lowell, 

Maiden, 

Marlborough, 

Milford,       . 

Millbury,     . 

Natich, 

Newbury  port, 

North  Adams, 

Northampton, 

North  Attleborough, 

North  Shore  (Revere) , 

Palmer, 

Pittsfield  Electric  Light  Co., 

Pittsfield  Illuminating  Co., 

Quincy, 

Somerville, 

Sovithbridge, 

South  Hadley  Falls, 

Taunton, 

United  (Springfield), 

Wachusett  (Fitchburg), 

Westborough, 

Woburn, 


ing  (Amesbury) 


1292,800  00 
69,000  00 

2,900  00 
163,056  50 
97,000  00 
11,000  00 
86,700  00 
20,000  00 
66,416  72 

8,650  00 
50,000  00 

9,700  00 
100  00 

3,300  00 
11,250  00 

6,684  85 
46,162  39 

8,900  00 

84,000  00 

110,000  00 

16,260  00 

12,931  00 

2,600  00 
17,361  40 
11,000  00 

1,400  00 
15,934  00 
37,500  00 
79,050  00 
20,000  00 

3,600  00 
12,642  54 
18,474  11 
50,794  92 
10,000  00 

4,338  62 

4,000  00 

130,608  58 

33,000  00 

16,000  00 

61,040  37 
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The  following  table  shows  the  whole  number  of  stockholders,  the 
number  resident  in  Massachusetts,  and  the  value  at  par  of  the  stock 
held  in  the  State  on  June  30,  1889  :  — 


NAME  OF  COMPANY. 


Whole  Num- 
ber of  Stock- 
holders. 


Number  resi- 
dent in  Mas- 
sachusetts. 


Value  of  Stock 

held  in 
Massachusetts. 


Adams,  . 

Andover, 

Boston,    . 

Cambridge, 

Chicopee, 

Cottage  City, 

Dedham, 

Edison  (Boston),    . 

Edison  (Brockton), 

Edison  (Fall  River), 

Edison  (Lawrence), 

Edison  (New  Bedford), 

E.  L.  and  Patent  Flooring  (Amesbury) 

Fall  River, 

Framingham. 

Franklin  (Tm-nei''s  Falls) 

Gardner, 

Gloucester, 

Great  Bai'rington,  . 

Greenfield, 

Haverhill, 

Hudson,  . 

Leicester, 

Leominster,    . 

Lowell,   . 

Maiden,  . 

Marlborough, . 

Middleborough, 

Milford,  . 

Millbury, 

Natick,    . 

Newburypoi-t, 

North  Adams, 

Northampton, 

North  Attleborough, 

North  Shore  (Revere), 

Palmer,  .... 

People's  (Easthampton), 

Pittsfield  Electric  Light  Co., 

Pittsfield  Illuminating  Co., 

Plymouth, 

Quincy,  . 

Salem,     . 

Somerville, 

Southbridge, 

South  Had'ley  Falls, 

Taunton, 

United  (Springfield), 


6 

341 

20 

6 
10 

4 
37 
21 
61 
17 
102 
19 
45 
11 
23 
35 

7 
17 
37 
37 
14 
12 

8 

164 

23 

10 

8 
23 
31 
18 
33 
10 
67 
16 
11 
11 
14 

4 

5 


96 

123 

12 

3 

38 
38 


7 

5 

144 

20 

6 

10 

4 

17 

18 

55 

14 

97 

17 

39 

10 

23 

35 

7 

8 

33 

37 

14 

12 

7 

154 

22 

9 

8 

23 

31 

18 

28 

10 

67 

15 

10 

11 

14 

4 

4 

6 

86 

94 

119 

12 

3 

36 

36 


$4,500 
500 
461,100 
200,000 
10,000 
25,000 
25,000 
90,100 
45,450 
60,100 
54,575 
80,000 
33,100 
66,600 
24,400 

5,000 
26,900 
20,000 

5,800 
13,800 
85,000 

6,025 

4,000 
10,000 
137,600 
92,300 
29,000 
25,000 
39,300 
10,000 
15,700 
47,200 

7,500 
58,700 
39,700 
66,800 
30,000 

5,000 

5,000 
19,000 
30,000 
42,300 
135,000 
78,200 
25,000 

7,000 

29,400 

140,500 
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Whole  Num- 

Number resi- 

Value of  Stock 

NAME  OF  COMPANY. 

ber  of  Stock- 

dent in  Mas- 

held in 

holders. 

sachusetts. 

Massachusetts. 

Waehusett  (Fitchbixrg), 

25 

19 

$97,930 

Walworth  (Boston), 

9 

9 

15,000 

Ware,      .... 

20 

20 

15,000 

Webster,         .        .         .      ■ 

18 

18 

45,000 

Westborough, 

16 

15 

17,750 

Whitman, 

15 

15 

20,000 

Woburn, 

49 

45 

55,200 

Worcester, 

89 

86 

124,200 

Dividends. 
The  dividends  declared  by  the  several  companies  during  the  year 
are  shown  in  the  f ollowinsr  table  :  — 


Rate  Per 

Amount  of 

NAME  OF  COMPANY. 

Cent. 

Dividends. 

Boston,     . 

6 

$56,550  00 

Edison  (New 

Bedford), 

4 

4,000 

00 

Fall  River, 

.         .         . 

8 

5,400 

00 

Franklin  (Turner's  Falls), 

10 

600 

00 

Greenfield, 

.         .         . 

3 

450 

00 

Lowell,    . 

6 

7,895 

10 

Milford,  . 

— 

900 

00 

Northampton 

6 

3,387 

00 

Quiney,    . 

3 

1,050 

00 

Salem,      . 

. 

'21 

25,200 

00 

Somerville, 

. 

n 

6,000 

00 

Taunton, 

6 

1,800 

00 

United  (Sprin 

gfield). 

6 

9,000 

00 

Westborough, 

1 

250 

00 

Worcester, 

8 

10,000 

00 

$172,372 

10 

Includes  an  extra  dividend  of  15  per  cent. 
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The  following  table  shows  the  systems  used,  the  maxhuum  dynamo 
capacity  and  nominal  candle-power  of  the  lamps  of  each  company, 
June  30,  1889:  — 


NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 

Capacity. 


Beverly,     . 
Boston, 

Brookline, 

Cambridge, ' 

Charlestown, 
Chelsea, 
Chicopee,   . 
Clinton, 
Cottage  City, 
Edison  (Boston), 

Edison  (Brockton),   . 

Edison  (Fall  River), . 
Edison  (Lawrence),   . 

Edison  (New  Bedford), 

E.  L.  and  Patent  Flooring 
Co.  (Amesbmy),    . 

Fall  River, 

Framingham,     . 
Franklin  (Turner's  Falls) 
Gardner,     . 
Gloucester, 
Great  Barrington, 

Greenfield, 
Haverhill,  . 
Holyoke,    . 


Thomson-Houston, 
'  Thomson-Houston, 

American, 
,  Brush, 

I  Thomson-Houston, 
j  Weston,    , 
l^  Sun, . 
(  American, 
I  Thomson-Houston, 
I  Weston,    . 
(  Thomson-Houston, 

Thomson-Houston, 

Brush, 

Thomson-Houston, 
Thomson-Houston, 
Schuyler, . 
Ball, 

Edison,     . 
^  Thomson-Houston, 

i  Edison,     . 

Edison,     . 
J  American, 
(  Edison, 
\  American, 
I  Edison, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 
^  Schuyler, . 
I  Edison, 

Thomson-Houston, 

Thomson-Houston, 

^  Schuyler, . 
f  Edison,     . 


35 

1,120 

375 

1,323 

1,900 

1,225 

900 

220 

100 

300 

1,000 

150 

135 

1,500 

240 

100 

50 

90 

60 

16,400 

110 

2,200 

880 

3,360 

50 

5,250 

35 

5,440 

90 
500 

75 

226 

120 

2,000 

30 

100 

1,000 

130 

35 
500 

45 
800 

75 

95 

600 

386 

1,000 


1  Motor  cenerators  365  H.  P. 
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NAME  OF   COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Candle- 
power. 


Hudson, 

Hyde  Park, 

Lawrence,  . 
Leicester,   . 

Lowell, 
Lynn, » 
Maiden,      . 

Marlborough, 

Middleborough, 

Milford,      . 

Miller's  River  (Athol), 

Natick, 

New  Bedford,    . 

Newburyport,    . 

Newton,     . 

North  Adanis,    . 

Northampton,    . 

North  Attleborough, 

North  Shore  (Revere) ,  * 

Palmer, 

People's  (Easthampton). 
Pittsfield  E.  L.  Co.,    . 
Pittsfield  HI.  Co., 
Quincy,      . 

Salem, 

Somerville,  ^ 

Southbridge, 


Thomson-Houston, 

^  American, 

1  Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

S  Schuyler, . 
(^Edison,     . 
Thomson-Houston, 

Thomson-Houston, 
Thomson-Houston, 
Thomson-Houston, 

S  Thomson-Houston, 
(^  Westinghouse, 
Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Thomson-Houston, 

Schuyler, . 
Thomson-Houston, 

Thorn  son-Hou'>ton, 

Thomson-Houston, 
Waterhouse,     . 
Thomson-Houston, 
Westinghouse, 
Thorn  son-Houston , 

Thomson-Houston, 

i  American, 

)  Thomson-HCiuston, 

Thomson-Houston, 


1,200 

16 
2,000 
2,000 

16 
2,000 

16 
2,000 

20 
2,000 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 
2-,000 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 
1,200 

16 

i;200 

16 

1,200 
1,200 
1,200 

16 
1,200 

16 
1,800 
1,200 

16 

16 
1,200 

16 
2,000 

16 
2,000 
2,000 
1,200 

16 


^  Motor  generators  85  H.  P.  2  Motor  generators  160  H.  P. 

3  Incandescent  lighting  from  storage  batteries  charged  by  Edco  dynamos. 
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NAME  OF  COMPANY. 


System  used. 


Maximum 
Dynamo 
Capacity. 


Nominal 
Candle- 
power. 


South  Hadley  Falls,  . 
Spencer,     . 
Stoughton, 

Taunton,    . 

Union  (Franklin),     . 

United  (Springfield),  ' 

Wachusett  (Fitchburg), 
Waltham,  . 
Walworth  (Boston), 
Ware, 
Webster,    . 

Westfield,  . 

Westborough,    . 
Whitman,  . 

Woburn,     . 

Worcester, 


Thomson-Houston, 
Ball, 
Ball, 
^  Arnoux-Hochhausen 

f  Brush, 

Thomson-Houston, 

)  Thomson-Houston, 
(^  Westinghouse, 
Thomson-Houston, 

Thomson-Houston, 

^  Ball, 

I  Thomson-Houston, 

Thomson-Houston , 

Thomson-Houston, 

S  Schuyler, . 
(_  Thomson-Houston, 
Thomson-Houston, 

Thomson-Houston, 

(  Thomson-Houston, 
I  American, 
<(  Brush,       . 
Edison,     . 
[  Thomson-Houston, 

Thomson-Houston , 


900 

70' 

70 

54 

135 

600 

60 

500 

60 

166 

4,350 

150 

500 

145 

400 

70 

900 

50 

600 

80 

500 

60 

45 

500 

50 

300 

50 

500 

85 

45 

45 

1,600 

500 

435 

800 


16 

1,600 

8(10  ■ 

2,000 

1,200 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

20 
800 

16 
1,200 

16 
1,200 

16 
2,000 
1,200 

16 
1,200 

16 
1,200 

16 
2,000 
2,000 
1,200 

16 

16 
2,000 

20 


1  Motor  generator  35  H.  P. 
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The  following  table  shows  the  number  of  boilers,  tbeir  total  rated 
horse-power,  the  number  of  engines,  and  the  total  rated  liorse-power 
of  the  same,  and  the  number  of  dynamos  of  the  different  companies 
on  June  30  last ;  also  the  number  of  tons  of  coal  used  during  the 
year  ending  on  that  day  :  — 


o 

Total 

o    . 

Total 

!-   S 

rated 

^  c 

rated 

53  S 

Coal  used. 

NAME  OF  COMPANY. 

^  ^-■ 

•O'Eii 

^  s 

5  ° 

Horse- 

ll 

Horse- 

IB 

Tons. 

A 

power 

S^ 

power. 

/;"' 

Beverly, 

1 

50 

1 

35 

1 

'118 

Boston, 

24 

2,925 

30 

3,011 

79 

15,5971- 

Brookline,  , 

2 

250 

4 

300 

8 

2_ 

Cambridge, 

8 

1,000 

4 

565 

14 

2,350 

Charlestown, 

3 

375 

4 

240 

8 

3  _ 

Chelsea, 

1 

125 

2 

140 

2 

4  _ 

Chieopee,    . 

1 

100 

1 

65 

1 

5  _ 

Clinton,       .         -, 

1 

75 

1 

75 

2 

180 

Cottage  City, 

1 

75 

2 

68 

2 

6  _ 

Edison  (Boston), 

9 

1,500 

11 

1,545 

22 

5,325 

Edison  (Brockton),    . 

4 

390 

5 

475 

10 

^2,193| 

Edison  (Fall  River),  . 

3 

284 

3 

310 

6 

8871 

J^dison  (Lawrence),    . 

3 

300 

5 

465 

9 

1,754" 

Edison  (New  Bedford), 

3 

375 

4 

425 

9 

« 1,229 

Electric    Light   &   Patent 

Flooring 

(Amesbm-y),  . 

1 

125 

1 

100 

4 

6_ 

Fall  River,  . 

3 

300 

4 

220 

7 

800 

Framingham, 

2 

300 

2 

250 

6 

315 

Franklin  (Turne 

r's  Falls), 

9_ 

- 

- 

- 

1 

- 

Gardner, 

2 

160 

2 

200 

4 

252 

Gloucester, . 

2 

185 

2 

128 

3 

«391 

Great  Barringtor 

u      • 

1 

95 

1 

80 

3 

377 

Greenfield,  . 

2 

225 

2 

115 

3 

350 

Haverhill,  . 

3 

300 

2 

240 

6 

647 

Holyoke,     . 

10  _ 

- 

- 

- 

16 

- 

Hudson, 

1 

80 

1 

60 

2 

123| 

Hyde  Park, 

2 

250 

2 

180 

4 

393 

Lawrence,  . 

2 

300 

2 

200 

4 

"118 

Leicester,    . 

12  1 

80 

1 

60 

2 

9  _ 

Lowell, 

6 

540 

3 

600 

15 

1,845 

Lynn,  . 

6 

650 

3 

450 

13 

1,889 

Maiden, 

3 

375 

5 

400 

10 

980 

Marlborough, 

2 

210 

2 

110 

5 

«243i 

Middleborough, 

13  _ 

_ 

_ 

_ 

3 

_ 

Milt'ord,       . 

2 

110 

2 

110 

3 

— 

Millbury,     . 

2 

120 

1 

60 

2 

6  _ 

Miller's  River  (Athol), 

1 

120 

1 

65 

1 

52 

Natick, 

1 

125 

2 

120 

4 

368 

1  3,362  bushels  coke. 

2  2,031  chaldrons  coke, 
s  928  chaldrons  coke. 

*  383  chaldrons  coke  and  70  tons  coke  breeze. 
"  7,862  bushels  coke. 
6  Not  returned. 
'  34  cords  wood. 


8  Coal  and  screenings. 

s  Power  leased. 

10  Water-power  370  H.  P. 

'1  500  tons  screenings,  breeze,  etc. 

1=  Water-wheel  20  H.  P. 

13  Water-power  125  H.  P. 
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o  ,        Total 

o    . 

Total 

O  w 

all 

rated 

^  2 

rated 

^  S 

Coal  used. 

NAME  OF  COMPANY. 

^rS 

.^•?r 

-^     ZZ 

!•§ 

.Horse- 

S^ 

Horse- 

§B 

Tons. 

?. 

power. 

1^ 

power. 

5?^ 

New  Bedford, 

7 

700 

8 

1,030 

13 

2,464 

Newburyport, 

2 

200 

2 

180 

7- 

800 

Newton, 

2 

250 

4 

290 

5 

600 

North  Adams,     . 

1  _ 

- 

1 

60 

3 

- 

Northampton,     . 

3 

290 

3 

305 

5 

2  630 

North  Attleborough,  . 

32 

220 

3 

240 

9 

738 

North  Shore  (Revere), 

3 

450 

4 

515 

7 

4  _ 

Orange, 

2 

120 

2 

110 

2 

344 

Palmer, 

1 

125 

1 

100 

2 

267 

People's  (Easthampton). 

5_ 

- 

- 

- 

1 

- 

Pittsfield  Electric  Light  Co,, 

5  _ 

- 

- 

— 

4 

— 

Pittsfield  Illuminating  Co., 

3 

210 

3 

180 

3 

922 

Plymouth,  .... 

1 

125 

1 

120 

- 

- 

Quincy, 

2 

250 

3 

300 

4 

5501 

Salem, 

6 

925 

4 

685 

13 

1,735 

Somerville, 

3 

450 

3 

270 

7 

1,000 

Southbridge, 

2 

185 

2 

185 

3 

216 

South  Hadley  Falls,   . 

1  _ 

- 

1 

100 

2 

- 

Spencer, 

- 

- 

3 

45 

2 

6  _ 

Stoughton,  . 

1 

60 

1 

50 

1 

- 

Taunton,     . 

3 

300 

2 

125 

7 

515 

Union  (Franklin), 

2 

200 

2 

150 

3 

310 

United  (Springfield), 

3 

645 

2 

600 

11 

- 

Wachusett  (Fitchburg), 

2 

180 

1 

150 

4 

650 

Waltham,    . 

1 

156 

3 

170 

5 

7  _ 

Walworth  (Boston),  . 

- 

- 

2 

85 

3 

- 

Ware, .... 

1 

80 

1 

60 

2 

300 

Webster,     . 

2 

230 

2 

140 

3 

260 

Westfield,   . 

2 

140 

2 

140 

4 

«244 

Westborough,     . 

1 

60 

1 

50 

2 

85 

Whitman,    . 

1  _ 

- 

1 

90 

2 

- 

Wobm-n, 

2 

250 

4 

270 

9 

700 

Worcester,  . 

6 

650 

9 

550 

16 

2,906 

1  Stoam  bought. 
"  Also  100  cords  of  wood. 
8  Water-power  30  H.  P. 
*  Not  returned. 


5  Power  leased. 

0  Gas  engines. 

'  24,303  bushels  coke. 

*  40  tons  coke  additional. 


The  following  table  shows  the  number  of  electric  lights  of  various 
candle-power  represented  by  the  dynamo  capacity  of  the  companies 
June  30,  1888  and  June  30,  1889  :  — 


18S8. 

1889. 

1888. 

1889. 

16  candl 

e-pow 

er. 

52,075 

80,075 

"  1,600  candle-power. 

110 

130 

20      " 

" 

1,200 

2,800 

1,500      " 

- 

35 

15      " 

" 

880 

880 

1,800      " 

- 

40 

2,000      " 

" 

5,846 

6,978 

800      " 

- 

140 

1,200      " 

(( 

2,757 

4,206 
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The  following  table  shows  in  feet  the  total  length  of  wire,  the 
length  of  underground  conduit,  the  length  of  the  wires  in  the  same, 
the  number  of  poles  set  in  streets  or  ways  and  the  length  of  streets, 
with  overhead  wires  of  each  company,  on  June  30,  1889  :  — 


Length 

Length 

Length  of 

Total  Length 

of  Under- 

of W^ires  in 

Number  of 

Street  with 

NAME  OF  COMPANY. 

of  Wire. 

ground 

Conduit. 

Poles  set 

Overhead 

Feet. 

Conduit. 
Feet. 

Feet. 

in  Streets. 

Wires. 
Feet. 

Beverly,     .... 

35,000 

138 

22,000 

Boston, 

2,322,176 

- 

- 

1830 

- 

Brookline, . 

213,800 

- 

- 

1,200 

211,200 

Cambridge, 

700,000 

- 

- 

650 

79,200 

Charlestown, 

226,000 

- 

- 

60 

- 

Chelsea, 

52,800 

- 

- 

125 

26,400 

Chicopee,  . 

21,120 

- 

- 

200 

21,120 

Clinton, 

73,920 

- 

- 

150 

44,880 

Edison  (Boston), 

311,985 

69,330 

207,999 

29 

3,600 

Edison  (Brockton),  . 

491,916 

- 

- 

1,265 

160,700 

Edison  (Fall  River),. 

61,122 

8,000 

24,000 

6 

9,000 

Edison  (Lawrence),  . 

484,187 

7,200 

41,947 

1,140 

343,200 

Edison  (New  Bedford),     . 

248,100 

7,200 

21,600 

190 

53,800 

Electric  Light  and  Patent 

Flooring  Co.  (Amesbury) 

179,520 

_ 

_ 

222 

52,800 

Fall  River, 

308,880 

- 

- 

150 

36,960 

Framingham,     . 

290,40) 

_ 

_ 

494 

95,040 

Franklin  (Turner's  Falls), 

10,000 

- 

- 

80 

7,000 

Gardner,     .... 

144,673 

_ 

_ 

400 

45,408 

Gloucester, 

24,500 

_ 

_ 

17 

3,960 

Great  Barrington, 

60,463 

_ 

_ 

256 

23,769 

Greenfield, 

30,300 

_ 

_ 

150 

5,120 

Haverhill,  .         . 

175,000 

_ 

_ 

250 

_ 

Holyoke,    .... 

250,715 

_ 

_ 

646 

66,375 

Hudson,     .... 

19,400 

_ 

_ 

48 

7,200 

Hyde  Park, 

184,800 

- 

- 

600 

105,600 

Lawrence,  .... 

102,960 

_ 

_ 

75 

19,790 

Leicester,   .... 

7,920 

_ 

_ 

- 

7,920 

Lowell,      .        .        .        . 

750,000 

_ 

_ 

800 

75,000 

Lynn,          .         .         . 

576,000 

_ 

- 

565 

407,000 

Maiden,      .         .         .         . 

855,250 

_ 

_ 

2,000 

520,000 

Marlborough,     , 

92,900 

_ 

_ 

122 

35,000 

Milford,     .        .        .        . 

_ 

_ 

_ 

_ 

_ 

Millbury,   .         .         .         . 

42,240 

_ 

_ 

100 

15,840 

Miller's  River  (Athol),      . 

30,000 

_ 

_ 

160 

30,000 

Natick,        .         .         .         . 

152,100 

_ 

_ 

372 

36,960 

New  Bedford,    . 

344,825 

_ 

_ 

450 

64,590 

Newburyport,    . 

- 

_ 

_ 

350 

- 

Newton,     .        .        .        . 

250,600 

_ 

_ 

960 

126,700 

North  Adams,    . 

24,000 

_ 

_ 

51 

18,000 

Northampton,    . 

277,426 

_ 

_ 

550 

316,800 

North  Attleborough, . 

- 

_ 

_ 

1,110 

32,780 

North  Shore  (Revere), 

413,620 

- 

— 

1,100 

158,400 

1,030  roof  fixtures. 
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Length 

Length 

Length  of 

Total  Length 

of  Under- 

Number of 

Street  with 

NAME  OF  COMPANY. 

of  Wire. 

ground 

Conduit. 

Poles  set 

Overhead 

Feet. 

Conduit. 
Feet. 

Feet. 

In  Streets. 

Wires. 
Feet. 

Orange,      .... 

54,571 

_ 

_ 

175 

15,000 

Palmer, 

54,669 

- 

- 

157 

31,680 

People's  (Easthamijt 

on),  . 

31,000 

- 

- 

200 

26,000 

Pittsfielcl  E.  L.  Co., 

89,760 

- 

- 

360 

89,000 

Pittsfield  111.  Co., 

59,011 

- 

- 

118 

18,995 

Plymouth, . 

- 

- 

- 

- 

- 

Qnincy, 

352,440 

- 

- 

600 

112,200 

Salem, 

290,950 

- 

- 

731 

175,000 

Somerville, 

693,790 

- 

- 

2,000 

264,000 

South  bridge, 

25,000 

- 

- 

360 

15,840. 

South  Hadley  Falls, 

40,400 

- 

214 

38,000 

Spencer,     . 

36,000 

- 

362 

36,000 

Stoughton, 

76,560 

- 

- 

310 

- 

Taunton,    . 

132,000 

- 

- 

- 

31,680 

Union  (Franklin), 

110,880 

- 

- 

320 

- 

United  (Springfield) 

166,250 

8,475 

34,650 

135 

42,100 

Wachusett  (Fitchbur 

0/ '    • 

147,840 

- 

- 

216 

84,480 

Waltham,  . 

95,300 

- 

- 

211 

29,100 

Ware, 

44,844 

- 

- 

225 

18,000 

Webster,    . 

105,080 

_ 

_ 

325 

42,240 

Westfield,  . 

70,280 

- 

- 

174 

33,000 

Westborough, 

70,190 

- 

- 

228 

37,600 

Whitman,  . 

184,800 

- 

- 

650 

84,480 

Woburn,     . 

307,260 

- 

- 

1,600 

264,000 

Worcester, 

332,550 

~ 

— 

916 

322,450 

The  following  table  shows  the  number  of  motors  furnished  off  arc 
and  incandescent  circuits,  the  number  of  single  and  double  arc  lamps, 
and  the  number  of  plain  and  copper-coated  carbons  used  during  the 
year : — 


1  S 

1  .J 

V-     , 

■^ 

<  . 

ss 

0.2 
0 

^   £ 

Number 

Number 

Number 

Number  of 

0-" 

oi" 

CO   U 

^  2 

of 

of 

of 

Copper- 

NAME  OF  COMPANY. 

£«   S 

mrz  ^ 

"  §^  M 

Single 

Double 

Plain 

coated 

c  £ 

P  ^  ^ 

*J  c~ 

m     ^ 

Arc 

Arc 

Carbons 

Carbons 

s^ 

0  ow 

oSh  u 

0     C 

Lamps. 

Lamps. 

used. 

used. 

Beverly,    .... 

_ 

_ 

_ 

_ 

30 

3 

_ 

18,000 

Boston,     . 

89 

- 

- 

74| 

1,134 

1,263 

1,586 

1,443,501 

Brookline, 

1 

1 

- 

11 

20 

128 

108,000 

_ 

Cambridge, 

- 

- 

15 

122 

30 

105 

- 

100,000 

Charlestown, 

1 

- 

- 

1 

20 

98 

- 

95,105 

Chelsea,    . 

- 

- 

- 

- 

50 

35 

27,000 

3,000 

Chicopee, . 

- 

- 

- 

- 

45 

- 

17,000 

9,000 

Clinton,    . 

- 

- 

- 

- 

56 

- 

30,000 

- 

Edison  (Boston), 

- 

233 

- 

623 

- 

- 

- 

- 

Edison  (Brockton), 

- 

12 

- 

44^ 

90 

- 

- 

35,600 

Edison  (Fall  River), 

- 

27 

- 

57.i 

- 

- 

- 

- 

Edison  (Lawrence), 

~ 

•62 

~ 

61 

35 

15 

10,500 

~ 
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NAME  OF  COMPANY. 
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as 

of 

of 
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^  ?  to 
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Plain 
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-  S.=: 

2  o - 

Arc 

Arc 

Carbons 

Carbons 

p 

o"'- 

ci.  o 

i  = 

Lamps. 

Lamps. 

used. 

used. 

S 

J^ 

K 

- 

20 

- 

27 

11 

11 

- 

- 

4 

_ 

_ 

19 

60 

2 

12,000 

- 

- 

- 

- 

159 

64 

70,000 

45,000 

- 

- 

- 

- 

3 

117 

- 

13,000 

- 

- 

- 

- 

27 

- 

2,000 

6,000 

- 

- 

- 

- 

40 

12 

7,500 

_ 

- 

- 

- 

- 

38 
27 
43 

- 

24,000 

3,500 

_ 

- 

_ 

_ 

_ 

10,000 

_ 

- 

9 

- 

22 

53 

35 

9,000 

17,000 

- 

- 

- 

- 

330 

20 

110,000 

_ 

- 

- 

- 

- 

21 

2 

8,500 

1,000 

- 

- 

- 

- 

- 

106 

34,004 

5,000 

- 

- 

- 

- 

98 

45 

2,500 

44,000 

- 

23 

- 

66A 

286 

100 

- 

200,000 

- 

- 

8 

100 

129 

134 

- 

140,000 

- 

1 

- 

li 

195 

- 

50,000 

- 

- 

- 

- 

62 

10 

17.737 

6,095 

- 

3 

- 

13i 

65 

- 

- 

_ 

- 

- 

- 

- 

27 

- 

- 

33,000 

- 

- 

- 

- 

25 

- 

- 

5,000 

- 

- 

- 

- 

14 

38 

4,000 

7,000 

1 

- 

17 

61| 

88 

53 

1,000 

72,200 

- 

- 

- 

124 

2 

22,500 

20,000 

- 

- 

- 

- 

- 

81 

37,000 

- 

- 

- 

- 

- 

54 

2 

21,000 

- 

- 

- 

- 

- 

111 

- 

30,000 

_ 

9 

- 

- 

20d 

Ifil 

6 

5,000 

60,000 

- 

2 

- 

113 

120 

10 

10,000 

5,000 

- 

- 

- 

- 

31 

2 

9,900 

- 

~ 

~ 

- 

- 

7 
30 

27 

14,000 

- 

- 

- 

- 

- 

68 
34 

25 

20,000 

- 

_ 

_ 

_ 

_ 

86 

24,000 

4,000 

- 

8 

- 

45 

133 

203 

2,000 

144,815 

- 

1 

- 

3 

4 

150 

163,250 

- 

- 

- 

- 

- 

75 

7 

19,000 

- 

- 

- 

_ 

_ 

61 

_ 

15,000 

- 

- 

- 

- 

- 

70 

_ 

- 

- 

- 

- 

- 

- 

120 

20 

_ 

40,000 

- 

- 

- 

- 

34 

- 

10,000 

- 

6 

1 

8 

48i 

199 

25 

26,000 

48,000 

- 

- 

- 

131 

- 

12,000 

24,000 

- 

- 

- 

- 

67 

- 

16,900 

11,550 

- 

6 

- 

64^ 

10 

30 

12,000 

_ 

- 

- 

- 

38 

- 

13,000 

- 

- 

- 

- 

- 

18 

42 

7,000 

_ 

- 

- 

- 

- 

110 

10 

20,000 

10,000 

- 

- 

- 

- 

47 
26 
38 

- 

14,600 

5,000 

- 

_ 

_ 

_ 

28 

_ 

25,000 

- 

- 

- 

- 

231 

223 

6,000 

277,300 

Edison  (New  Bedford),  . 
Electric  Light  and  Patent 
Flooring  Co.  (Ames- 
bury),  . 
Fall  River, 
Framingham, 
Franklin  (Turner's  Falls) 
Gardner,  . 
Gloucester, 
Great  Barrington, 
Greenfield, 

Haverhill, 

Holvoke,  . 

Hudson,    . 

Hyde  Park, 

Lawrence, 

Lowell, 

Lynn, 

Maiden,    . 

Marlborough,  . 

Milford,    . 

Millbury, 

Miller's  River  (Athol), 

Natick,     . 

New  Bedford,  . 

Newburyport,  . 

Newton ,    . 

North  Adams, . 

Northampton,  . 

North  Attleborough, 

North  Shore  (Revere), 

Orange,    . 

Palmer,     . 

People's  (Easthampton), 

Pittsfield   Electric   Light 
Co., 

Plymouth, 

Quincy,     . 

Salem, 

Somerville, 

Southbridge,    . 

Spencer,    . 

Stougbton, 

Taunton,  . 

Union  (Franklin), 

United  (Sprinsfleld), 

Wachusett  (Fitchburg), 

Waltham, 

Walworth  (Boston), 

Ware, 

Webster,  . 

Westfield, 

Westborough, 

Whitman, 

Woburn,  . 

Worcester, 


1  Power  also  furnished  for  six  electric  cars. 
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AVebster,    . 
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Wohnrn,     . 
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The  following  table  shows  the  prices  charged  by  the  several  elec- 
tric-light companies  for  commercial  lights  on  June  30,  1889  :  — 


NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Beverly, 


Boston, 


Brookline, 


Cambridge, 


Charlestown, 


Chelsea, 


Clinton, 


Edison  (Boston), 


Edison  ('Brockton), 


Edison  (Fall  River), 


Edison  (Lawrence), 


•! 


•{ 


Edison  (New  Bedford),   | 


Arc  lights,  50  cents  per  night  used.  Incandescent  lights, 
65  c.  p.  every  night,  |5.00  per  mo.;  32  c.  p.  every  night, 
$3.00  per  mo. 

Arc  lights  under  contracts,  1  lamp  for  12  mos.,  75  cents ; 
for  6  mos.,  80  cents ;  for  3  mos.,  90  cents ;  2  lamps  for  12 
mos  ,  each  70  cents ;  for  6  mos.,  each  75  cents ;  for  3  mos  , 
each  85  cents  per  day ;  3  or  4  lamps  for  12  mos.,  each  65 
cents ;  for  6  mos.,  each  70  cents ;  for  3  mos.,  each  80  cents 
per  day ;  5  to  7  lamps  for  12  mos.,  each  60  cents ;  for  6  mos., 
each  65  cents;  for  3  mos.,  each  75  cents  per  day;  8  or  9 
lamps  for  12  mos.  each,  55  cents ;  for  6  mos.,  each  60  cents ; 
for  3  mos.,  each  70  cents  per  day ;  10  lamps  for  12  mos., 
each  50  cents;  for  6  mos.,  each  55  cents;  for  3  mos., 
each  65  cents  per  day.  Incandescent  lights  under  con- 
tracts, 125  c.  p.  for  12  mos.,  each  lamp  50  cents  per  day ; 
65  c.  p.  for  12  mos.,  each  lamp  30  cents  per  day ;  32  c.  p. 
for  12  mos.,  each  lamp  20  cents  per  day;  16  c.  p.,  special 
rates,  varying  from  1  1-5  to  3  cents  per  hour,  based  on 
average  hours  burned  per  day.  Inside  incandescent 
wiring  charged  to  customer  at  cost ;  lamps  furnished  and 
renewed  free. 

Arc  lights,  8  cents  per  hour;  contracts,  $100.00  per  year. 
Incandescent  lights,  $1.00  to  $1.50  per  mo.,  16  c.  p. 
lamps. 

Arc  lights,  6  days  per  week  to  10  p.m.,  $100.00  per  year  per 
lamp;  7  days  per  week,  $120.00  per  year;  6  days  per 
week  to  12  p.m.,  $120.00  per  year;  7  days  per  week, 
$140.00  per  year.  Incandescent  lights,  20  c  p.,  yearlv 
contract,  1  lamp  $10.00,  5  lamps  $9.50,  10  lamps  $9.00, 15 
lamps  $8.50,  20  lamps  $8.00  each  per  annum ;  32  c.  p  , 
$24.00  to  $30.00  per  year;  65  c.  p.,  $40.00  to  $48  00  per 
year.    Consumers  pay  cost  of  wiring,  lamps  and  renewals. 

Arc  lights,  50  cents  per  night.  Incandescent  lights,  50  cents 
per  night  per  group  of  8,  16  c.  p.  lamps.  Wiring  and 
lamp  renewals  at  company's  expense. 

Arc  lights,  40  cents  per  lamp  per  night  Incandescent 
lights,  16  c.  p.,  $1.25  per  mo. ;  32  c.  p.,  $2  50  per  mo. ;  65 
c.  p.,  $5.00  per  mo.  All  to  burn  till  12  o'clock  or  less 
hours  same  price.    Lamp  renewals  free. 

Arc  lights,  1  light,  $8.33  per  mo. ;  2  lights,  $7.50  each  per  mo. ; 
3  lights,  $7  00  each  per  mo. ;  4  or  more  lights,  $6.50  en':'^. 

Incandescent  lights,  70  cents  per  1,000  candle  hours.  Lamp 
renewals  free;  inside  wiring  charged  to  customer. 

Arc  lights,  4  nights  per  week,  each  lamp  $9.00  per  mo. ; 
7  nights,  $10.00  per  mo.  Incandescent  lights,  $0  0172  per 
16  c.  p.  lamp  hour.    Lamp  renewals  free. 

Incandescent  lights,  l^  cents  per  16  c.  p.  lamp  hour  by 
meter.    Inside  wiring  at  net  cost ;  renewals  free. 

Arc  lights,  every  night  till  midnight,  $10.00  per  mo. ;  6 
nights  per  week,  $8.00  per  mo. ;  3  nights  per  week,  $7.00 
per  mo.  Incandescent  lights,  1|  cents  per  16  c.  p.  lamp 
hour  by  meter.    Renewals  free. 

Incandescent  lights,  1;^  cents  per  16  c.  p.  lamp  hour.  Inside 
wiring  at  cost.    Renewals  free. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Electric   Light   (Ames- 
bury), 


Fall  River,     . 


Fitchburg, 


Framingham, . 

I 
Franklin  (Turner's  Falls), 

r 

Gardner, 

Gloucester,     . 
Great  Barrington,  . 
Greenfield, 

Haverhill, 


Holyoke, 

Hudson, . 
Hyde  Park, 


•  -I 


Arc  lights,  3  nights  per  week,  each  lamp  f  57.00;  4  nights, 
$63.00 ;  5  nights,  $69.00 ;  6  nights,  $75.00 ;  7  nights,  $81.00 
per  year,  incandescent  lights,  16  c.  p.  lamps,  3  nights  per 
week,  $8.00  per  year,  and  $1.00  per  year  additional  for  each 
additional  night  per  week ;  20  c.  p.  lamps,  3  nights  per 
week,  $9.00  per  year,  and  $1.00  per  year  additional  for 
each  additional  night  per  week ;  32  c.  p.  lamps,  3  nights 
per  week,  $16.00  per  year,  and  $2.00  per  year  additional 
for  each  additional  night  per  week.  Rates  for  house 
lighting  dependent  on  use  to  which  light  is  put. 

Arc  lights,  $8.00  per  mo. 

Arc  lights,  1  licht,  $10.00  to  $13.00  per  mo. ;  2  to  4  lights, 
$10.00  to  $12.00  per  mo.;  5  to  9  lights,  $9.00  to  $11.00 
per  mo.;  10  or  more  lights,  $8.00  to  $10.00  per  mo. 
Incandescent  lights,  16  c.  p.  lamps,  $1.00  to  $1.25  each 
per  mo.;  25  c.  p.  lamps,  $1.50  to  $1.80  each  per  mo. 
Inside  wiring  and  lamp  renewals  at  cost. 

Arc  lights,  all  night,  65  cents  per  night;  until  12  o'clock, 
$100.00  per  year.  Incandescent  lights,  average,  $10.00 
per  year  until  10  o'clock.  House  lighting  by  meter,  1^ 
cents  per  hour.  Inside  wiring  at  cost;  lamp  renewals 
charged  to  consumers.  Guaranteed  life  of  lamps,  600 
hours. 

Arc  lights,  $75.00  per  year. 

Arc  lights,  4  nights  per  week,  $55  00  per  year;  5  nights, 
$65.00;  6  nights,  $76.00.  Incandescent  lights,  16  c.  p., 
4  nights  per  week,  $7.50 ;  5  nights,  $9  00 ;  6  nights,  $10.50 
per  year;  20  c.  p.,  4  nights  per  week,  $9.00;  5  nights, 
$10.50;  6  nights,  $12.00  per  year.    Inside  wiring  at  cost. 

Arc  lights,  $8.00  to  $9.00  per  mo.  Incandescent  lights,  65 
c.  p.,  $3.00  to  $4.00  per  mo  per  lamp;  32  c.  p.,  $2.00  to 
$2.50  per  lamp  per  mo.    Wiring  and  renewals  free. 

Arc  lights,  25  cents  per  night.  Incandescent  lights,  16  c.  p., 
$10.00  per  lamp  per  year.    Wiring  and  renewals  free. 

Arc  lights,  $100.00  per  lamp  per  year.  Incandescent 
lights,  $10.00  per  lamp  per  year.  Wiring  free;  lamp 
renewals  at  customers'  expense. 

Arc  lights,  50  cents  per  night  per  light.  Incandescent  lights, 
$1  00  each  per  mo.,  3  nights  per  week ;  $1.25  each  per  mo., 
6  nights  per  week;  $1.75  each  per  mo.,  all  day  to  mid- 
night.    Wiring  and  renewals  free. 

Arc  lights,  for  3  nights  per  week  till  10.30  p.m.,  $70.00  per 
year ;  for  4  nights  per  week,  $75.00 ;  for  6  nights  per  week 
until  11  P.M.,  $100.00.  All  lights  run  until  6.30  p.m  every 
night.  Incandescent  lights,  until  6  p  m.,  $6.00  per  year; 
until  6  P.M.  ordinarily  and  10  p.m.  1  night  per  week,  $7.00 ; 
until  6  P.M.  ordinarily  and  10  p.m.  2  nights  per  week, 
$8.00 ;  until  6  p.m.  ordinarily  and  10  p.m.  3  nights  per 
week,  $8.40;  until  6  p.m.  ordinarily  and  10  p.m.  4  nights 
per  week,  $9.00;  until  11  p.m.  6  nights  per  week,  $11.00; 
until  12  o'clock  6  nights  per  week,  $12.00.  First  lamp 
free ;  renewals  at  consumers'  expense.  Guaranteed  life  of 
lamps,  600  hours. 

Arc  lights,  $6.25  per  mo.  Incandescent  lights,  50  cents  to 
$1.25  per  mo.     Wiring  and  renewals  free. 

Arc  lights,  $70.00  per  year.  Incandescent  lights,  $10.00  per 
year  until  10  p.m.;  $12.00  per  year  till  12  p.m.  ;  1;^  cents 
per  hour  for  16  c.  p.  lamps  by  meter.  Stores  and  halls 
wired  free ;  lamps  and  renewals  at  customers'  expense. 
Average  life  of  lamps  guaranteed  at  600liours. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Lawrence, 

Leicester, 

Lowell,    . 
Lynn, 
Maiden,  . 

Marlborougb, 


Milford, 


Millbury, 

Miller's  River  (Athol), 

Natick,  . 
New  Bedford, 


Newburyport, 


Arc  lights,  3  nights  per  week,  $6.00  per  lamp  per  mo. ;  6 
nights,  $8.00;  7  nights,  $10.00. 

Incandescent  lights,  $10.00  per  lamp  per  year;  5  per  cent, 
discount  for  all  lamps  when  number  is  5  or  more.  In 
houses  for  hall  light,  $7.50  per  year;  balance  of  house 
graduated  to  this.     Wiring  and  renewals  at  cost. 

Arc  lights,  50  cents  per  lamp  per  night  until  midnight.  In- 
candescent lights,  $1.00  to  $1.50  per  lamp  per  mo. 

Arc  lights,  $7.50  to  $U.OO  per  lamp  per  mo.  Incandescent 
lamps,  $1.00  to  $1  25  per  lamp  per  mo.  Renewals  free. 
Wiring,  $2.00  per  light. 

Arc  lights,  $10.00  per  mo.  Incandescent  lights,  $1.00  per 
mo.  for  16  c.  p.  lamps.     Wiring  and  renewals  free. 

Arc  lights,  every  night,  1  light,  $8.50  per  mo. ;  2  or  more 
lights,  $7.50  each ;  3  nigtus  per  week,  1  light,  $7.50  per 
mo.;  2  or  more  lights,  $5.00  each.  Incandescent  lights, 
16  c.  p.,  3  or  4  nights  per  week,  $10.00  per  year;  6  nights 
until  9  P.M.,  $12.00;  until  12  p.m.,  $13.50.  Wiring  and 
renewals  free. 

Arc  lights,  outside  use,  April  to  October,  $6  67  per  lamp  per 
mo  ;  October  to  April,  $10.00  per  lamp  per  mo.  Inside  use, 
April  to  October,  1  lamp  6  or  7  nights  per  week,  $8  00 
per  mo. ;  2  lamps  6  or  7  nights  per  week,  $14.50  per  mo. ; 

3  lamps  6  or  7  nights  per  week,  $20.50  per  mo  ;  4  lamps  6 
or  7  nights  per  week,  $25.50  per  mo.   For  4  nights  per  week, 

1  lamp,  $6.00  ;  2  lamps,  $10.75 ;  3  lamps,  $16.00 ;  4  lamps, 
$20.00.  For  3  nights  per  week,  1  lamp,  $5.50 ;  2  lamps, 
$10.00 ;  3  lamps,  $15.00;  4  lamps,  $18.00.  From  October 
to  April,  6  or  7  nights  per  week,  1  lamp,  $12.00 ;  2  lamps, 
$21.50;  3  lamps,  $30.50;  4  lamps,  $38.50.  4  nishts  per 
week,  1  lamp,  $9.75;  2  lamps,  $17.00;  3  lamps,  $24.00;  4 
lamps,  $31.00.  3  nights  per  week,  1  lamp,  $9.50 ;  2  lamps, 
$15.00  ;  3  lamps,  $22.50 ;  4  lamps,  $28.00.  Transient  lights, 
75  cents  per  night  per  light.    AH  lights  run  to  11  p.m. 

Arc  lights,  $80.00,  or  12  cents  per  lamp  per  hour.  Incan- 
descent lights,  16  c.  p.,  $12.00  per  year,  or  2  cents  per 
hour  per  lamp ;  32  c.  p.,  $25.00  per  year,  or  4  cents  per 
hour  per  lamp;  65*c.  p.,  $45  00  per  year,  or  8  cents  per 
hour.    Inside  wiring  and  renewals  free. 

Arc  lights,  $75.00  per  year. 

Arc  lights,  $8.00  per  rao.  every  night  until  10.30  p.m.; 
$6.00  for  lights  used  4  nights  in  a'week.  Incandescent 
lights,  $1.00  per  mo.  for  16  c.  p.  lamps,  7  nights  per  week  ; 
other  lamps,  6^  cents  per  candle  per  mo. ;  where  used 
fewer  nights  per  week,  in  proportion  to  the  time  burned. 
Inside  Aviring  and  renewals  free. 

Arc  lights,  50  cents  per  night  for  single  light.  Incandescent 
lights,  until  midnight,  $11.00  per  lamp  per  year.  Interior 
construction  about  $1.50  per  lamp;  renewals  free. 

Arc  lights,  4  to  7  nights  per  week,  1  light,  $10.00  per  mo. ; 

2  lights,  $9.00  each ;  3  or  more,  $8.oO  each ;  1  to  3  nights 
per  week,  1  light,  $7.00  per  mo. ;  2  lights,  $6  25  each ;  3 
or  more,  $5.67  each.    Series  incandescent  lights,  65  c.  p., 

4  to  7  nights  per  week,  1  light,  $5.00  per  mo. ;  2  lights, 
$4.75  each ;  3  lights,  $4.50  each ;  4  lights,  $4.25  each ;  5 
or  more,  $4.00  each.  1  to  3  nights  per  week,  1  light, 
$3. 50  per  mo. ;  2  lights,  $3.37  each ;  3  lights,  $3.25  each ; 
4  lights,  $3.12^  each;  5  lights,  $3.00  each;  6  or  more, 
$2.83^-  each.  Direct  current  incandescent,  20  c.  p.  lamp, 
4  to  7  nights  per  week,  $1.25  each  per  mo. ;  1  to  3  nights 
per  week,  $1.00;  32  c.  p.  lamp,  4  to  7  nights,  $2.00  each 
per  mo.;  1  to  3  nights  per  week,  $1.60.  Discount  of  5 
per  cent,  on  all  bills  paid  within  5  days.  Wiring  and 
renewals  free. 
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NAME  OF  COMPAKY. 


Trice  for  Commercial  Lights. 


Newton, 
North  Adams, 

Northampton, 

North  Attleborough, 

North  Shore  (Revere), 

Orange,  . 

Pahiier,  . 

Pittsfield  E.  L.  Co., 

Pittsfield  111.  Co.,  . 
Plymouth, 
Quincy,  . 

Salem,    . 

Somcrville,     . 

Southbridge,  . 

South  Hadley  Falls, 
Spencer, . 


Incandescent  lights,  1  cent  per  hour  for  16  c.  p.  lamp. 

Arc  lights,  single  lamp,  40  cents  per  night;  2  lamps,  36 
cents  each ;  3  at  34  ctnts  each  ;  4  at  33  cents  each ;  5  at  32 
cents  each.  Incandescent  lights,  f  1.00  per  mo.  for  6 
nights  per  week ;  83^  cents  per  mo.  for  4  nights  per  week. 

Arc  lights,  ^75.00  per  year  every  night  till  10  p.m.  ;  $100.00 
till  midnight;  $60.00  for  one  night  a  weelt  till  10  p.m. 
Incandescent  lights.  $10.00  and  $12.00  per  year.  For 
stores,  wiring  and  renewals  free;  for  houses,  wiring  and 
renewals  at  cost. 

Arc  liiihts,  $8!f)0  per  lamp  per  mo  ,  or  40  cents  per  night. 
Incandescent  20  c.  p.  lamps,  $1.25  each  per  mo. ;  32  c.  p., 
$2.00  each  per  mo.;  65  c.  p.,  $4.00  per  mo.  Interior 
construction  and  renewals  free. 

Arc  lights,  $80.00  per  year.  Incandescent  lights,  $12.00  per 
year  until  midnight;  $10.00  until  10  p.m.;  1^  cents  per 
lamp  hour  by  meter.  Wiring  —  open  work,  $2.00;  con- 
cealed work,  $4  00  per  lamp.  Renewals  at  expense  of 
consumer.     Guaranteed  life  of  lamp,  600  hours. 

Arc  lights,  $50.00  per  year,  3  or  4  nights  a  Aveek.  Incan- 
descent lights,  16  c.  p.,  3  or  4  nights  a  week,  .$10.00  a  year; 
6  or  7  nights  a  week,  $12.00  a  year.  Wiring :  stores  free, 
dwellings  at  cost.    Renewals  free. 

Arc  lights,  $80.00  per  year.  Incandescent  lights,  on  basis  of 
$10.00  per  year  till  10  p.m.  Stores,  wiring  and  renewals 
free ;  houses,  -wiring  and  renewals  at  cost. 

Arc  lights,  $S4.00  per  year  Incandescent  lights,  20  c.  p. 
lamps,  $1.00  per  mo.  each;  65  c.  p.  lamps,  $3.00  per  mo. 
each.     Interior  construction  and  renewals  free. 

Incandescent  lights,  1  cent  per  ampere  hour.  First  outfit 
of  lamps  free ;  600  hours  guaranteed  life.  Wiring  and 
renewals  paid  by  customer. 

Arc  lights,  30  cents  per  lamp  per  night. 

Incandescent  lights,  $1.00  per  mo.,  16  c.  p.  lamp  Wiring 
and  original  outfit  of  lamps  free.  Store  renewals  fur- 
nished Ijy  company  ;  house  renewals  by  consumers. 

Arc  lights,  prices  vary  from  $8.00  to  $12.00  per  lamp  per 
mo.,  according  to  hours  burned.  Incandescent  lights, 
usual  price  $1.25  per  lamp  per  mo.  for  20  c.  p.  lamps. 
Special  rates  in  many  cases.     Renewals  free. 

Arc  lights,  $25.00  to  $125.00  per  year,  according  to  number 
of  hours  burned.  Incandescent  lights,  1  to  3  cents  per 
lamp  hour.    Renewals  free. 

Arc  lights,  single  lamp,  $80.00  per  year  for  drug  stores 
$70.00  elsewhere;  2  lamps,  10  per  cent,  discount;  3  or  4' 
15  per  cent,  discount ;  5  or  more,  special  rates.  Incandes' 
cent  lights,  65  c.  p.  per  lamp,  $40.00  per  year;  32  c.  p." 
$25  00  per  year.    Interior  construction  and  renewals  free' 

Incandescent  lights,  6  nights  per  week  till  6.30  p.m.,  $6  00 
per  year;  till  6.30  p  m.  ordinarily  and  till  10  p.m.  2  nights 
per  week,  $7-20;  till  6.30  p.m.  ordinarily  and  till  10  p.m. 
3  nights  per  week,  $7.80;  till  6.30  p  m.  ordinarily  and  till 

10  P.M.  4  nights  per  week,  $8.40  ;  till  9  p.ji.  6  nights  per 
week,  $8  40;  till  10  p.m.  6  nights  per  week,  $10.00;  till 

11  P.M.  6  nights,  $11.00.  Prices  for  16  c.  p.  lamps.  Dis- 
count of  5  per  cent,  on  bills  paid  within  5  days.  Wiring 
and  lamp  renewals  at  cost. 

Arc  lights,  33^  cents  per  night. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Stoughton, 
Taunton, 

Union  (Franklin), , 


AValtham, 


Walworth  (Boston), 
Ware,     . 

Webster, 


United  (Sprihglield),     .   { 


Arc  lights,  $60.00  per  year. 


B.OO  per  mo.    Incandescent  lights, 


Arc  lights,  average, 
1 1.00  per  mo. 

Incandescent  lights,  by  meter,  1  cent  an  hour,  16  c.  p  lamp; 
80  cents  to  $1  00  per  mo  on  contract.  Stores  wired  free. 
Dwellings  and  churches  at  cost.    Renewals  free. 

Arc  lights,  35  cents  to  75  cents  per  lamp  per  night.  Incan- 
descent lights.  Rates  per  lamp  per  year  for  domestic 
lighting:  1st  lamp.  $9.00;  2d,  $8.00;  3d,  $7.00;  4th, 
$6.00;  5th,  $5.00;  6th,  $4.00;  7rh  and  all  others,  $3.00. 
Rates  per  lamp  per  year  for  business  lighting  until  S 
P.M.  ordinarily  and  10  p.m.  1  night  per  week :  10  c.  p. 
lamps,  $5.50  each;  16  c.  p.,  $7.0U;  2-5  c.  p..  $9.25;  50 
c.  p.,  $17.50 ;  100  c.  p  ,  $33..50 ;  1.50  c.  p.,  $49.00.  Until  6 
p  M.  ordmartly  and  10  p.m.  2  niifhts  per  week :  10  c  p. 
lamps.  $G..50  each;  16  c.  p.,  $8.00;  25  c.  p  ,  $10.7-5;  50 
c.  p.,  $20.00;  100  c.  p.,  $38.50;  150  c  p.,  $.56.00.  Until  6 
P.M.  ordinarily  and  10  p.m.  3  nights  per  week  :  10  c.  p. 
lamps,  $7.50  each;  16  c.  p.,  $9  00;  25  c.  p,  $12.00;  50 
c.  p.,  $22.50 ;  100  c.  p.,  $43.25 ;  150  c.  p.,  $60.00.  Until  8 
P.M.  ordinarily  and  12  p  m.  1  night  per  week :  10  c.  p 
lamps,  $S.OO  each;  16  c.  p  ,  $10.00;  25  c.  p.,  $13.25;  50 
c.  p.,  $25.00;  100  c.  p.,  $48  00;  150  c.  p.,  $70.00.  irntil 
10  P.M.  every  night:  10  c.  p.  lamps,  $9.00  each  ;  16  c.  p 
$11.00;  25  c.  p.,  $14.75;  50  c.  p.,  $27-50;  100  c.  p 
$-52.75;  1-50  c.  p.,  $77.00.  Until  12  p.m.  every  ni^'ht :  10 
c.  p.  lamps,  $10.()0  each;  16  c.  p.,  $12.00;  2-5  c.  p. 
$16.00;  50  c.  p.,  $30.00;  100  c.  p.,  $57.50;  150  c.  p., 
$84.00.  All  night  and  every  night :  10  c.  p.  lamps,  $  13.00 
each;  16  c.  p.,  $16.00;  25  c.  p.,  $21.25;  60  c.  p.,  $40.00- 
100  c.  p  ,  $76.75 ;  150  c.  p.,  $112.00.  Lamps  and  renewals 
free.    Interior  wiring  at  cost. 

Arc  lights,  6  or  7  nights  per  week  till  12  p.m..  1  light,  $12.-50 
per  mo  ;  2  lights,  $11.87^;  3  lights,  $11.25;  4  lights. 
$10.62^;  5  lights,  $10.00;  4  or  5  nights  per  week,  1  iTrhi 
$10.00;  2  lit;hls,$9.50;  Slights,  $9.00;  4  lights,  $8.50;  5 
lights,  $8.00  each.  Discount  20  per  cent,  from  above  prices 
if  paid  on  or  before  the  15th  of  the  month.  Incandescent 
lights,  20  c.  p.,  6  or  7  nights  per  week,  $1.35  per  mo. ;  4  or 
5  nights  per  week,  $1.25  each.  Discount  35  cents  per  light 
if  paid  on  or  before  the  15th  of  the  month.  32  c.  p.,  6  or  7 
nights  per  week,  1  light,  $2.75;  2  lights,  $2.62;  3  lights, 
$2  48;  4  lights,  $2.-34;  5  lights,  $2.20;  4  or  5  nights  per 
week,  1  light,  $2.50;  2  lights,  $2.38;  3  lights,  $2.25;  4 
lights,  $2.12 ;  5  lights,  $2.00  each ;  65  c.  p  ,  6  or  7  nights  per 
week,  1  light,  $5.00;  2  lights,  $4.75;  3  lights,  $4.30;  4 
lights,  $4.25 ;  5  lights,  $4.00 ;  4  or  5  nights  per  week,  1 
light,  $4.50;  2  lights,  $4.28;  3  lights,  $4.05;  4  lights, 
$3.83 ;  5  lights,  $3.60  each.  Discount  10  per  cent,  from 
these  prices  if  paid  on  or  before  the  15th  of  the  month.  In- 
side wiling  and  lamp  renewals  at  expense  of  consumer. 

Arc  lights,  35  cents  per  day.  Incandescent  lights,  1  cent 
per  hour,  or  $20.00  per  year.    Lamp  renewals  free. 

Arc  lights,  for  use  only  when  street  lights  are  lighted, 
$-50  00  per  lamp  per  year.  Incandescent  lights,  $10.00  per 
lamp  per  year  in  stores  closing  3  nights  per  week  at6  p.m.  ; 
$12.00  per  lamp  per  year  in  stores  open  every  evening. 
Stores  wired  free ;  dwellings  at  cost.    Lamp  renewals  free. 

Arc  lights,  $80.00  per  lamp  per  year.  Incandescent  lights, 
$10.00  per  lamp  per  year  burning  until  12  p.m.;  by  the 
hour,  1^  cents  per  lamp  per  hour.  Interior  wiring,  stores 
free ;  dwellings  at  cost.    Lamp  renewals  free. 
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NAME  OF  COMPANY. 


Price  for  Commercial  Lights. 


Westborough, 


Westfield, 


Whitman, 


Woburn, 


Worcester, 


Arc  lights,  $80.00  per  year.  Incandescent  lights,  $10.00 
per  year  for  16  c.  p.  lamp;  $12.00  for  20  c.  p.  lamp. 
Wiring  at  cost;  first  lamp  tree;  renewals  at  expense  ol: 
customer. 

Arc  lights,  $10.00  per  mo.  for  one  lamp ;  more  than  one 
lamp,  $8.00  per  mo.  A  discount  of  5  per  cent,  is  made 
for  each  week-day  night  on  which  the  lamp  is  not  burned 
after  6  p.m.  Incandescent  lights,  for  1  16  c.  p.  lamp 
every  night  until  11  p.m.,  $1.25  per  mo. ;  every  night  ex- 
cept Sunday  until  11  p.m.,  $1.15  per  mo.;  5  nights  until 
9  P.M.,  1  night  until  11  p.m.,  $1.00  per  mo.;  4  nights 
until  8  p.m.,  2  nights  until  11  p.m.,  85  cents  per  mo.; 
3  nights  until  6  p.m.,  2  nights  until  9  p.m  ,  1  night  until 
11  P.M.,  70  cents  per  mo. ;  10  c.  p.  lamps,  25  per  cent,  less 
than  above  rates ;  20  c.  p.  lamps,  20  per  cent,  more  than 
above  rates.  Wiring  and  first  set  of  lamps  free;  renewals 
at  consumers'  expense.  Guaranteed  life  of  lamps,  600 
hours. 

Arc  lights,  $75.00  per  year  for  one  lamp,  $50.00  for  each 
additional  lamp.  Incandescent  lights,  16  c.  p.,  $10.00, 
20  c.  p.,  $12.00  per  year  to  10  p.m.;  16  c.  p.,  $l2.00,  20 
c.  p.,  $15.00  per  year  to  midnight.  15  per  cent,  discount 
for  5  lamps ;  li^  cents  per  lamp  hour  for  16  c.  p. ;  2  cents 
for  20  c.  p.  by  meter.  Wiring  and  renewals  of  lamps  at 
customers'  expense.     Guaranteed  life  of  lamp,  600  hours. 

Arc  lights,  $100.00  per  year  for  regular  service;  special 
rates  for  m\'gular  service.  Incandescent  lights,  special 
prices  depending  on  service  rendered,  based  on  16  c.  p. 
lamp,  1  cent  per  hour;  20  c.  p.,  1  1-5  cents;  2'1  e.  p.,  1^ 
cents ;  32  c.  p.,  1|  cents.    Lamp  renewals  free. 

Arc  lights,  I  light  for  4  mos.  daily,  70  cents ;  for  8  mos. 
daily,  and  Saturdays  for  12  mos.,  60  cents  per  night ;  2 
lights  for  4  mos.  daily,  65  cents  each  per  night;  for  8 
mos.  daily,  and  Saturdays  for  12  mos.,  55  cents  each  per 
night;  3  lights  for  4  mos  daily,  60  cents  each  per  night; 
for  8  mos.  daily,  and  Saturdays  for  12  mos.,  50  cents 
each  per  night.  One  or  more  lights  every  night  in  the 
year,  50  cents  each.  Incandescent  lights,  $1.5u  each  per 
mo.    Lamp  renewals  free. 


Authorization  of  Gas  Companies  to  fuknish  Electric  Light. 

Prior  to  Jan.  1,  1889,  the  gas  companies  in  the  following  cities 

and  towns  had  been  authorized  to  furnish  electric  light ;  in  the  first 

seven  by  special  acts,  by  the  terms  of  their  charter,  or  with  the 

unanimous  consent  of  the  stockholders  ;  the  last  nine  by  order  of  the 

Board :  — 

Dedham  and  Hyde  Park,  Westfield, 

Wobum,  Brookline, 

Marblehead,  Lawrence, 

Charlestown,  Chelsea, 

Cottage  City,  New  Bedford, 

Spencer,  Holyoke, 

Waltham,  Beverly, 

Clinton,  Newton. 
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The  gas  companies  in  Dedham  and  Hyde  Park,  Woburn  and 
Marblehead,  are  not  furnishing  electric  light  at  present. 

During  the  year  the  Board  has  granted  to  gas  companies  permis- 
sion to  do  electric  lighting  in  Athol,  Amherst,  Newburyport,  North 
Andover,  Fitchburg,  Danvers,  Southbridge,  Wakefield  and  Reading. 


NAME 

Time 

Date  of  Order. 

Minimum  Capacity. 

OF  COMPANY. 

allowed. 

Miller's  River 

(Athol), 

Jan.  31,     . 

4  mos.,  . 

25  arc  lights  of  nominally  2,000  candle- 
power  e.ich. 

Amherst, 

Feb.  23,    . 

6  mos.,1 

Not  less  than  30  horse-power  and  dynamo 
capacity  to  convert  the  same  into  lights- 
and  to  operate  motors. 

Kewburyport, 

June  6,     . 

4  mos.,' 

140  arc  lights  of  nominally  1,200  candle- 
power  each,  and  400  incandescent  lights 

Lawrence   (North 

of  nominally  16  candle-power  each» 

Andover), 

Oct.  5, 

2  mos., . 

Total  minimum  capacity  for  Lawrence  and 
North  Andover,  175  horse-power  and 
dynamo  capacity  to  convert  the  same  into 
liirhts  and  to  operate  motors. 

Fitchburg,    . 

Nov.  26,    . 

6  mos., . 

150  arc  lights  of  nominally  1,200  candle- 
power  each,  and  500  incandescent  lights 
of  nominally  16  candle-power  each. 

Danvers, 

Dec.  2,      . 

6  mos., . 

30  horse-power  and  dynamo  capacity  to 
convert  the  same  into  lights  and  to-  oper- 

Mutual   (South - 

ate  motors. 

bridge) ,    . 

Dec.  4,      . 

4  mos., . 

80  arc  lights  of  nominally  1,^00  candle- 
power  eachj  and  500  incandescent  lights 

Citizens'    (Wake- 

of nominally  16  candle-power  each. 

field),.      . 

Dec.  16,    . 

6  mos., . 

For  the  towns  of  Wakefield  and  Reading, 
with  a  minimum  capacity  of  60  horse- 
power and  dynamo  capacity  to  convert 
the  same  into  lights  and  to  operate  motors. 

'  Time  estetidt-d  Snionths  from  expiration  of  this  time. 

Athot>. 

The  Miller's  River  Gas  Light  Company,  a  corporation  supplying 
gas  in  the  town  of  Athol.  filed  its  petition  July  10, 1888,  for  authority 
to  engage  in  the  business  of  furnishing  electricity  for  light  and  power 
in  that  town.  The  Athol  Electric  Light  and  Power  Company,  char- 
tered March  16,  1888,  had  on  the  seventeenth  day  of  May  received 
the  consent  of  the  selectmen  for  the  location  of  poles  ;  it  had  also 
made  a  contract  to  light  the  streets  of  the  town.  The  essential  facts 
in  the  case  had  been  ascertained  at  the  hearing  in  Athol,  on  the 
appeal  of  F.  R.  Davis  f rotn  the  refusal  of  the  selectmen  to  allow  him 
to  erect  poles  and  wires  for  electric  lighting,  an  account,  of  which  is 
elsewhere  given,  under  the  title,  "  F.  R.  Davis,  appellant." 

By  request  of  the  respective  counsel,  the  case  was  continued  sev- 
eral times.     At  length  the  two  companies,  as  the  result  of  prolonged 
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negotiations,  agreed  upon  the  transfer  of  the  electric  plant  and  fran- 
chise to  the  gas  company,  and  the  petition  was  granted.  The  popu- 
lation of  Athol  is  about  5,000. 

Amherst. 

The  petition  of  the  Amherst  Gas  Companywas  filed  Nov.  30,  1888. 
In  pursuance  of  the  notice  published  in  the  "  Amherst  Record"  and 
served  on  the  petitioner  and  the  town  clerk  of  Amherst,  the  hearing 
was  held  in- that  town  the  tenth  day  of  January,  1889.  The  peti- 
tioning company  was  represented  by  its  president ;  several  of  its 
directors  were  present.  Two  members  of  the  Board  of  Selectmen 
attended  the  hearing,  but  expressed  no  opinion  either  for  or  against 
the  gi'anting  of  the  petition.  The  Thomson-Houston  Electric  Com- 
pany by  counsel  appeared  in  remonstrance. 

The  gas  works  in  Amherst  were  built  in  1877,  and  supply  what  is 
known  as  "oil  gas."  It  was  said,  in  behalf  of  the  gas  company, 
that  its  business  had  been  economically  and  skilfully  managed.  The 
directors,  until  recently  at  least,  believed  the  time  had  not  come  for 
electric  lights,  but  they  claimed  that  the  company  had  been  willing 
to  engage  in  the  business  whenever  there  should  be  a  sufficient 
demand  for  such  light.  A  considerable  number  of  citizens  were  at 
the  hearing,  and  the  general  expression  of  opinion  was  favorable  to 
the  gas  company. 

An  agent  for  the  remonstrant  company,  as  early  as  the  summer  of 

1887,  visited  Amherst  with  a  view  of  interesting  local  capital,  and 
finding  a  purchaser  of  the  dynamos  and  other  apparatus  manufact- 
ured by  that  company.  The  Thomson-Houston  Electric  Company, 
which  appeared  in  remonstrance,  is  a  corporation  formed  under  the 
laws  of  the  State  of  Connecticut,  but  engaged  extensively  in  the 
manufacture  of  electric  lighting  and  other  electrical  machinery  and 
apparatus  in  this  Commonwealth.     On  the  tenth  day  of  November, 

1888,  that  company  presented  a  petition  to  the  selectmen  of  Amherst, 
signed  also  by  some  fifty  residents  of  the  town,  asking,  in  substance, 
that  permission  to  erect  poles  and  wires  for  electric  lighting  be 
granted  to  the  Amherst  Electric  Light  Company,  the  formation  of 
which  company  was  then  contemplated,  but  which  had  not  at  the 
time  of  the  hearing  been  chartered.  There  was  a  hearing  before 
the  selectmen  on  the  petition,  November  15.     While  the  matter  was 
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pending,  a  town  meeting  was  called  for  December  13,  to  consider  the 
subject,  and  the  selectmen  then  decided  to  defer  action  until  after 
that  tmeeting.  The  Thomson-Houston  Electric  Company,  its  agent 
having  failed  in  his  efforts  to  secure  the  needed  funds  from  the  peo- 
ple of  the  town,  abandoned  the  scheme  of  organizing  a  local  corpora- 
tion, and  sought  in  its  own  behalf  the  right  to  erect  poles  and  wires, 
and  supply  electric  light.  It  was  represented  by  prominent  counsel 
at  the  town  meeting,  which  passed  the  following  vote  :  — 

Voted,  That  this  meeting  recommend  to  the  selectmen  to  give  to  the 
Thomson-Houston  Electric  Company  the  right  to  erect  poles,  subject  to  the 
direction  of  the  selectmen  as  to  location,  and  to  string  wires  thereon  proper 
for  electric  lighting :  provided,  that  said  company  shall  introduce  said 
lights  entirely  at  their  own  expense,  and  without  any  charge  to  the  town  : 
and  provided,  further,  that  said  company  shall  erect  and  maintain  one  good 
arc  street  light,  free  of  expense,  to  the  town  for  so  long  time  as  they  shall 
use  the  said  franchise. 

The  selectmen  then  voted  to  grant  the  Thomson-Houston  Electric 
Company  the  right,  as  recommended  by  the  town.  An  agreement, 
under  date  of  Dec.  17,  1888,  on  the  basis  of  the  above  vote  of  the 
town,  was  executed  by  the  company  and  the  selectmen  on  the  8th  of 
January,  1889.  The  grant  by  the  selectmen  was  expressed  in  the 
agreement  as  follows  :  — 

The  selectmen  of  Amherst  on  their  part,  in  consideration  of  the  said 
agreements,  and  on  account  of  said  stipulations,  grant  to  said  Thomson- 
Houston  Electric  Company  the  right  to  erect  and  maintain  poles  and  string 
wires  in  the  streets  and  public  places  of  said  Amherst,  for  the  purpose  of 
furnishing  light  and  power  by  electricity. 

At  the  time  of  the  hearing  before  this  Board,  it  did  not  appear 
that  any  steps  had  been  taken  towards  constructing  the  plant,  except 
that  a  few  poles  had  been  delivered  in  the  town.  The  Board  is  of 
the  opinion  that  the  Gas  Company  in  Amherst  can  supply  electric 
light  more  cheaply  than  it  can  be  done  by  a  separate  company.  The 
population  and  limited  number  of  consumers  will  not  afford  sufficient 
business  for  two  companies.  As  the  law  allows  the  Board,  on  appli- 
cation, to  fix  the  price  of  either  light,  the  community  ought  not  to 
suffer,  but  should  gain  something  by  what  otherwise  might  become  a 
burdensome  monopoly. 
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It  may  be  said  that  a  franchise  has  already  been  granted  for  elec- 
tric lighting  to  the  Thomson-Houston  Electric  Company,  and  that  two 
companies  will  be  supplying  the  light  if  authority  be  granted  to  the 
petitioner.  It  is  by  no  means  settled  that  the  franchise  can  lawfully 
be  granted  to  a  foreign  corporation.  On  the  contrary,  the  Board 
believes  it  the  better  opinion,  that,  under  the  law  as  it  now  is,  a  for- 
eign company  cannot  hold  and  exercise  a  franchise  for  this  purpose 
in  this  Commonwealth. 

While  the  expression  of  opinion  by  vote  in  town  meeting  is  entitled 
to  respect,  the  statutes  give  to  the  selectmen  alone  the  power  to  grant 
specifications  for  the  erection  in  the  streets  of  poles  and  wires  for 
electric  lights.  It  is  doubtful,  however,  if  the  selectmen  in  the  pres- 
ent case  have  exercised  the  power  in  the  manner  intended  by  the  law. 
At  the  time  of  the  hearing,  no  attempt  had  been  made  to  locate  poles. 
The  vote  of  the  town  and  the  action  of  the  selectmen  have,  there- 
fore, no  controlling  influence  with  the  Board  in  its  consideration  of 
the  case. 

It  appeared  at  the  hearing  that  the  capital  stock  of  the  Amherst 
Gas  Company,  until  recently,  was  only  $10,000.  Its  property  was 
valued  at  about  $16,000,  as  some  $5,000  or  $6,000  of  the  earnings 
had  been  expended  in  the  extension  and  improvement  of  the  plant, 
—  a  course  to  be  commended,  and  one  wisely  followed  by  many  of 
the  best  companies. 

As  it  appeared  that  ample  dividends  have  been  paid  to  the  stock- 
holders, the  consumers  ai'e  equitably  entitled  to  share  in  this  surplus, 
for  it  has  been  derived  from  the  money  they  have  paid  for  gas. 
Consequently,  the  attempt  by  the  stockholders  to  secure  the  entire 
benefit  of  this  surplus  by  the  division  among  themselves  of  new 
shares  of  stock,  to  the  amount  of  $5,000,  was  not  only  unfair  to  the 
consumers,  but  a  violation  of  the  statute.  It  is  but  fair  to  state,  in 
this  connection,  that  the  directors  of  the  company  disclaimed  any 
intent  to  do  an  unlawful  act,  and  frankly  confessed  that  they  were 
unaware  of  the  statutes  regulating  the  increase  of  the  stock  of  gas 
companies.  When  informed  of  their  error,  they  at  once  voluntarily 
took  steps  to  correct  the  mistake,  and  called  in  the  over-issue  of 
shares. 

The  credit  of  the  gas  company  is  such,  that  a  loan  secured  by  a 
mortgage  upon  the  whole  property  of  the  company  could  be  obtained 
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at  a  low  rate  of  interest,  to  meet  the  cost  of  a  small  electric  light 
plant.  The  Board  believes  that  electric  light,  in  case  authority  is 
granted,  can  be  added  without  making  any  increase  of  capital,  and 
in  no  event  should  the  increase  exceed  the  absolute  necessities  of  the 
company.  For  these  reasons,  and  believing  that  the  future  and  per- 
manent interests  of  the  town  will  be  best  served  thereby,  the  order 
granting  the  authority  asked  for  by  the  petitioners  was  adopted. 

Newburyport. 

The  name  of  the  Newburyport  Gas  Company  was  changed  by 
chapter  96,  Acts  of  1889,  to  the  Newburyport  Gas  and  Electric  Com- 
pany, but  no  authority  was  given  by  the  act  to  engage  in  the  electric 
business.  Subsequently,  its  petition  for  such  authority  was  filed 
with  this  Board.  After  the  usual  notices,  a  hearing  on  the  petition 
was  held  in  Newburyport.  The  granting  of  the  request  was  favored 
by  the  Newburyport  Electric  Light  and  Power  Company,  which  was 
represented  by  its  president,  and  by  the  mayor,  who  appeared  in 
behalf  of  the  city.     No  one  appeared  in  opposition. 

The  gas  company  had  bargained  for  the  franchise  and  plant  of  the 
electric  light  company,  on  terms  mutually  satisfactory  and  in  compli- 
ance with  the  vote  of  the  stockholders  of  each  company.  The  popu- 
lation of  the  city  is  in  the  vicinity  of  15,000.  The  electric  plant  is 
very  centrally  located,  while  the  gas  works  are  some  distance  away, 
and  are  not  in  the  best  situation  for  an  electric  light  plant.  It  is  not 
probable  that  the  two  works  will  be  brought  to  occupy  the  same 
ground  ;  some  of  the  advantages  of  consolidation  will  therefore  be 
lost.  But,  on  the  whole,  the  Board  could  see  no  sufficient  reason 
why  the  petition  should  not  be  granted,  in  response  to  the  unanimous 
request  for  the  same. 

FiTCHBURG. 

In  Fitchburg,  a  city  containing  in  1885  a  population  of  15,375,  the 
lighting  has  been  done  by  the  Fitchburg  Gas  Company  and  by  the 
Wachusett  Electric  Light  Company,  a  corporation  formed  in  1883, 
under  the  laws  of  the  State  of  Maine.  At  the  hearing  on  the  appli- 
cation of  the  gas  company  for  authority  to  supply  electric  light  and 
power,  both  companies  were  represented  by  the  same  attorney. 
There  was  no  appearance  by  the  city.     A  minority  of  the  stock- 


88  GAS   COMMISSIONERS.  [Jan. 

holders  of  the  electric  light  company,  through  counsel,  opposed  the 
application  ;  and  a  paper  was  read  during  the  proceedings,  signed  by 
many  of  the  business  men  of  the  place,  also  in  opposition. 

It  appeared  that  the  gas  company  for  some  time  past  had  shown 
an  inclination  to  purchase  the  property  of  the  electric  company  ;  and 
recently  the  principal  owners  of  the  electric  plant,  being  largely 
occupied  by  other  pursuits,  became  willing  to  sell,  and  disposed  of 
their  stock  in  the  interest  of  the  gas  company.  An  agreement  for 
the  transfer  of  the  electric  plant  was  made  between  the  two  compa- 
nies, contingent  upon  obtaining  the  authority  sought.  The  capital 
of  the  electric  light  company,  at  par,  is  $100,000.  It  is  proposed  to 
increase  the  capital  of  the  gas  company  from  $60,000  to  $100,000,  if 
the  trade  shall  be  consummated.  At  least  four-fifths  of  the  holders 
of  the  gas  stock  have  signified  by  vote  their  desire  for  a  union  of  the 
two  companies. 

The  electric  plant  needed  to  be  enlarged,  in  order  to  meet  the 
increasing  demand  for  lights  ;  more  land  was  wanted,  and  the  electric 
company  had  hired  a  portion  of  the  land  of  the  gas  company,  to  which 
it  was  about  to  remove  its  plant. 

The  interest  of  the  remonstrating  stockholders  was  valued  at  about 
$4,000.  They  did  not  wish  to  lose  their  stock,  or  be  compelled  to 
sell  it  for  the  small  price  which  had  been  offered  for  it.  Either  from 
a  sense  of  the  justice  of  the  claim,  or  for  reasons  of  policy,  or  very 
likely  on  both  grounds,  friends  of  the  gas  company  concluded  to  pur- 
chase this  outstanding  stock  ;  and,  at  the  opening  of  the  hearing,  the 
second  day,  these  remonstrants  withdrew.  Some  of  the  prominent 
merchants,  who  had  signed  the  written  remonstrance  above  referred 
to,  appeared  in  person  and  stated  in  substance  that  they  did  not  care 
to  oppose  the  consolidation  of  the  companies,  but  they  desired  better 
service  in  the  supply  of  electric  lights.  The  general  opinion  was 
manifestly  in  favor  of  allowing  the  gas  company  the  privilege  of 
undertaking  the  electric  business. 

The  president  of  the  gas  company,  in  reply  to  the  criticisms  which 
had  been  made  in  regard  to  the  electric  lights,  stated  that,  if  allowed 
to  do  electric  lighting,  the  company  desired  to  be  notified  of  any 
fault  or  defect,  and  the  remedy  would  be  sought  at  once.  He 
expressed  a  willingness  and  the  wish  that  the  Board  might  hold 
the  company  to  the  best  work. 
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This  seemed  to  be  a  case  where  the  community  will  gain  something 
by  having  only  one  company.  The  business  will  be  done  by  a  home 
company,  instead  of  by  a  foreign  one.  The  capitalization  of  the  gas 
company  will  be  advantageously  small.  The  two  works,  being 
located  together,  can  be  more  economically  operated.  For  these 
reasons,  the  petition  was  granted. 

Danvers. 

The  situation  in  Danvers  at  the  time  of  the  hearing  in  April  last, 
on  the  petition  of  the  Danvers  Gas  Light  Company  for  leave  to  man- 
ufacture and  sell  electric  light,  was  as  follows  :  — 

The  town  has  a  population  of  7,000  or  more,  and  about  fifty  miles 
of  streets.  The  president  and  counsel  of  the  company  took  the 
position  that,  if  there  were  parties  in  the  town  who  desired  electric 
lights,  the  company  was  ready  to  undertake  the  supply  ;  but  it  did 
not  wish  to  engage  in  the  business  unless  the  town  so  desired. 
Counsel,  in  behalf  of  the  town,  opposed  the  petition,  mainly  for 
these  reasons :  In  the  fall  of  1888  the  town  erected,  upon  a 
vacant  lot  of  land  it  then  owned,  a  building  and  an  electric  and 
steam  plant,  and  put  up  poles,  wires  and  lamps  for  the  purpose  of 
lighting  its  streets;  and  73  lights  of  1,200  nominal  candle-power 
were  in  use  at  the  time  of  hearing.  The  total  cost  of  the  plant  was 
about  $15,000. 

A  petition  was  pending  before  the  Legislature,  supported  by  the 
almost  unanimous  vote  of  the  citizens,  —  194  to  7,  —  asking  that  an 
act  be  passed  giving  the  town  the  right  to  sell  electric  light.  Under 
these  circumstances,  the  Board  deemed  it  unwise  to  determine  the 
matter  at  that  time,  and  decided  to  await  the  action  of  the  Legisla- 
ture on  the  petition  before  it.  The  bill  which  was  introduced,  based 
on  the  petition,  was  finally  rejected  by  that  body.  Attention  was 
again  called  to  the  subject  by  the  gas  company,  and  favorable  action 
requested.     Subsequently,  the  case  was  taken  up  for  final  disposition. 

The  unanimity  of  the  town  in  pressing  its  petition  before  the  Legis- 
lature would  indicate  the  existence  of  a  considerable  demand  for  com- 
mercial electric  lights.  As  the  Legislature  had  practically  decided 
against  giving  the  town  power  to  meet  the  demand,  the  Board, 
believing  that  some  provision  should  be  made  for  such  as  desire 
electric  lights,  and  that  the  gas  company,  having  a  small  business. 
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was  likely  to  be  injured  if  a  separate  electric  light  company  should 
occupy  the  territory,  decided  to  authorize  the  gas  company  to  supplj^ 
electricity  for  light  and  power. 

SOUTHBRIDGE. 

The  petition  of  the  Mutual  Gas  Light  Company  of  Southbridge  for 
authority  to  supply  electricity  for  light  and  power,  was  heard  in  that 
town  on  the  thirty-first  day  of  October.  The  population  of  South- 
bridge  is  about  7,000.  The  lighting  has  been  done  by  the  gas  com- 
pany and  the  Southbridge  Electric  Company. 

Prior  to  the  hearing,  the  former  had  agreed  to  purchase  the  fran- 
chise and  property  of  the  latter  company,  in  the  event  of  favorable 
action  on  said  petition,  on  terms  which  had  been  approved  unani- 
mously by  the  stockholders  of  the  electric  company,  and  by  an 
affirmative  vote  on  278  shares  of  the  stock  of  the  gas  company,  300 
being  the  total  number  of  its  shares.  No  one  appeared  in  behalf  of 
the  town,  and  there  was  no  remonstrance.  The  petition  was  subse- 
quently granted. 

North  Andover. 

At  the  hearing  on  the  petition  of  the  Lawrence  Gas  Company 
for  leave  to  supply  electric  light  and  power  in  North  Andover,  it 
appeared  that  the  company  had  authority  under  its  charter  to  furnish 
gas  in  the  town,  and  the  selectmen  had  given  it  permission  to  la}'^ 
pipes.  The  selectmen  expressed  the  opinion  that  the  company 
should  have  the  right  also  to  furnish  electric  lights  in  the  town.  The 
village  of  North  Andover  is  two  miles  or  less  from  the  electric  plant 
in  Lawrence.  There  was  no  opposition  to  the  petition,  which  was 
allowed. 

"Wakefield,  etc. 

The  Citizens'  Gas  Light  Company  of  South  Reading,  Reading  and 
Stoneham  was  authorized  by  its  charter  to  supply  gas  in  those  towns. 
The  name  of  South  Reading  has  since  been  changed  to  Wakefield 
The  company  filed  its  petition  for  the  right  to  furnish  electric  light 
and  power,  Oct.  2,  1889.  Hearings  were  given  at  Wakefield,  Novem- 
ber 20,  and  at  the  oflice  of  the  Board  in  Boston,  December  2.  The 
towns  of  Wakefield  and  Reading  were  represented  respectively  by 
the  chairman  of  the  selectmen,  who  were  present,  as  they  stated,  in 
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the  interest  of  their  towns,  but  not  for  the  purpose  of  aiding  or 
opposing  the  petition.  Three  electric  companies  appeared  by  sepa- 
rate counsel  in  remonstrance,  namely :  the  Wakefield  Electric  Light 
and  Power  Company,  chartered  April  14,  1888  ;  the  Stoneham  and 
Wakefield  Electric  Light  and  Power  Company,  chai-tered  May  11, 
1888  ;  and  the  People's  Electric  Light  and  Power  Company,  chartered 
July,  1889.  The  Woburn  Electric  Light  Company,  by  its  president, 
claimed  that  the  petitioner  ought  not  to  be  allowed  to  do  electric 
lighting  in  Stoneham,  as  that  town  was  already  occupied  by  the 
poles,  wires  and  lights  of  that  company. 

The  gas  company,  since  its  organization  in  1862,  has  furnished 
gas  in  the  three  towns  named  in  its  charter.  It  supplies  63  street 
lights  in  Wakefield  and  24  in  Reading.  Its  authorized  capital  is 
$100,000,  of  which  $95,300  has  been  paid  in  ;  although  the  value  of 
its  plant  at  the  present  time  probably  does  not  exceed  $35,000.  The 
gas  works  are  situated  in  Wakefield,  near  the  Boston  &  Maine  Rail- 
road. The  company  for  many  years  has  laid  but  few  additional 
mains.  Some  citizens  of  Stoneham  complained  that  the  company 
had  neglected  to  extend  its  pipes  in  that  town,  even  in  streets  where 
such  extension  would  prove  a  profitable  investment.  A  majority  or 
large  portion  of  the  gas  stock  has  lately  changed  hands,  and  the  new 
owners  promise  that  all  reasonable  demands  for  the  extension  of 
mains  shall  be  complied  with.  Up  to  last  October  the  company  had 
not  deemed  it  prudent  to  undertake  electric  lighting.  At  that  time 
new  directors  were  chosen  who  thought  otherwise  ;  and  a  special 
meeting  of  the  stockholders  was  held  the  twenty-eighth  day  of  Octo- 
ber last,  at  which  the  requisite  vote  was  passed  in  favor  of  engaging 
in  electric  lighting,  and  asking  for  authority  so  to  do.  Those  then 
in  opposition  still  disbelieve  in  the  policy  of  the  vote. 

Counsel  for  the  People's  Electric  Light  and  Power  Company  re- 
quested the  Board  to  rule  that  parties  having  stock  in  their  possession 
as  collateral  security  for  loans  were  not  stockholders  within  the  mean- 
ing of  the  statutes.  The  Public  Statutes  provide  that  "  the  pledger 
alone  shall  be  responsible  as  a  stockholder."  No  facts  were  found 
in  the  case  which  showed  any  violation  of  this  principle. 

During  the  hearing  it  appeared  that  each  of  the  three  electric  com- 
panies first  above  named,  immediately  after  obtaining  its  charter, 
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filed  with  the  selectmen  of  Wakefield  an  application  for  permission  to 
erect  poles  and  wires  in  the  streets.  Hearings  had  been  held  thereon 
before  the  selectmen,  but  neither  of  the  companies  had  been  granted 
the  desired  permission.  Still  another  application  had  been  made  by 
individuals,  on  which  no  favorable  action  was  taken.  In  1885  the 
population  of  Wakefield  was  6,060  ;  that  of  Reading,  3,539.  No 
company  is  engaged  in  electric  lighting  in  either  of  those  towns. 
Neither  of  the  three  Wakefield  electric  companies,  above  mentioned, 
has  any  plant,  nor  have  the  stockholders  of  either  company  paid  in 
any  capital.  Why  the  selectmen  have  not  given  to  any  company 
their  consent  to  a  location  of  poles  did  not  clearly  appear,  but  the 
fact  was  shown  that  they  had  not  done  so. 

The  application  of  the  first  organized  company  had  been  pending 
since  April,  1888.  If  that  company,  under  the  law,  is  entitled  as 
matter  of  right  to  a  specification  for  the  location  of  its  poles,  as  some 
have  construed  the  statutes,  no  proceedings  have  been  instituted  to 
enforce  the  right  in  the  long  time  which  has  elapsed,  and  probably 
none  would  be  effectual  at  this  late  day.  With  regard  to  the  other 
electric  companies,  and  the  gas  company,  in  case  it  is  given  the 
right  to  do  electric  lighting,  the  selectmen,  in  their  discretion,  can 
give  or  withhold  their  consent.  Such  being  the  situation,  there  was 
much  force  in  the  claim  of  the  gas  company,  that  the  desired 
authority  should  be  given  it  by  this  Board,  so  that  company  might 
make  application  to  the  selectmen,  and  have  its  claim  considered 
with  the  rest.  There  is  scarcely  room  for  two  lighting  companies  in 
Wakefield  and  Reading.  It  would  be  the  most  favorable  termination 
of  the  whole  matter,  if,  by  some  arrangement  or  combination  of 
interests,  the  gas  company  can  be  put  on  a  footing  to  do  the  whole 
work.  The  capital  stock  of  the  gas  company  is  now,  and  probably 
always  was,  much  too  large.  It  should  be  reduced,  unless  the  excess 
over  the  real  value  of  the  property  can  be  made  available  to  cover 
the  cost  of  an  electric  plant.  Even  then  some  reduction  might  be 
advisable. 

In  the  belief  that  the  end  above  suggested  will  be  accomplished, 
the  authority  for  which  the  gas  company  applied  was  granted  for  the 
territory  of  Wakefield  and  Reading. 


1890.]  PUBLIC 'DOCUMENT  — No.  35.  98 

Clinton  Gas  Light  Company,  Appellant,  vs.  Merchants  Electric 

Company. 

The  selectme^i  of  the  town  of  Clinton,  Oct.  1,  1889,  voted  to  grant 
the  Merchants  Electric  Company,  which  was  chartered  Sept.  10, 
1889,  the  right  to  erect  poles  and  wires  for  the  purpose  of  supplying 
electric  light  and  power  ;  and  an  appeal  was  taken  therefrom  by  the 
Clinton  Gas  Light  Company.  The  appeal  was  filed  with  this  Board 
the  fifth  day  of  October.  Both  companies  were  represented  by 
counsel. 

The  following  notice  was  served  on  the  town  clerk  of  Clinton, 
October  7,  and  published  in  the  "  Clinton  Courant "  October  12  and 
19:  — 

NOTICE. 

In  Board  of  Gas  and  Electric  Light  Commissioners, 

Boston,  Oct.  5,  1889. 
On  the  appeal  of  the  Clinton  Gas  Light  Company  from  the  order  of  the 
selectmen  of  Clinton,  granting  permission  to  the  Merchants  Electric  Com- 
Tpsiuy  of  Clinton  to  erect  poles  and  wires  in  certain  streets  in  said  Clin- 
ton,— 

Ordered,  That  a  public  hearing  be  given  thereon,  at  the  court  room  in 
Clinton,  on  Wednesday,  the  twenty-third  day  of  October,  current,  at  1.30 
o'clock  P.M. 
A  true  copy. 
Attest:  Walter  S.  Allen,  Clerk. 

It  appeared  in  evidence  that  the  town  clerk  informed  the  chairman 
of  the  selectmen  of  the  notice.  A  majority  of  the  selectmen  had 
read  it,  and  were  present  at  the  hearing  held  in  accordance  with  the 
notice.  There  was  no  formal  appearance  in  behalf  of  the  town.  It 
was  also  shown  that  the  clerk  of  the  selectmen,  one  of  the  Board, 
after  the  above  vote,  was  in  substance  verbally  informed  through 
counsel  for  the  appellant  that  an  appeal  therefrom  would  be  taken. 
After  the  appellant  had  put  in  its  evidence  and  rested,  counsel  fo 
the  Merchants  Electric  Company  asked  that  the  appeal  be  dis- 
missed, as  no  written  claim  of  appeal  had  been  filed  with  the  select- 
men. In  view  of  the  facts  above  stated,  the  Board  declined  so  to 
rule. 

The  Clinton  Gas  Light  Company,  Aug.  19,  1887,  was  authorized 
by  this  Board  to  engage  in  the  manufacture  of  electric  light ;  and, 


94  GAS   COMMISSIONERS.  [Jan. 

thereupon,  it  purchased  the  electric  plant  which  was  then  in  opera- 
tion in  the  town.  On  the  twelfth  day  of  October  of  the  same  year 
the  selectmen  gave  the  company  a  writing,  specifying  where  the 
posts  for  wires  might  be  located.  Poles  have  been  erected  at  all  the 
locations  so  specified,  and  the  gas  company  during  the  last  two  years 
has  been  supplying  both  gas  and  electric  light. 

It  was  contended  by  counsel  for  the  appellee  that  the  specification 
given  by  the  selectmen  was  invalid,  for  the  reason  that  the  gas  com- 
pany presented  no  written  petition  therefor,  as  mentioned  in  section 
4,  chapter  385,  Acts  of  1887.  But  the  Board  is  inclined  to  the 
opinion  that  the  words  included  in  parentheses  in  said  section  — 
"upon  petition  in  writing  by  said  company"  —  are  directory,  and 
that  the  omission  to  present  a  petition  in  writing  is  not  fatal  to  the 
legality  of  the  location.  It  is,  however,  the  better  practice  to  pre- 
sent such  a  petition.  The  defect,  if  it  be  such,  can  now  readily  be 
remedied  ;  and  the  point  does  not  essentially  affect  the  merits  of  the 
appeal. 

In  Ma}^,  1889,  the  gas  company  made  written  application  to  the 
selectmen,  requesting  them  to  specify  locations  for  additional  poles, 
which  the  company  desired  to  use  for  incandescent  lighting.  The 
poles  and  a  dynamo  for  the  purpose  had  then  been  bought.  On  the 
fourteenth  day  of  October  the  selectmen  granted  the  request ;  and, 
at  the  time  of  the  hearing,  the  new  poles  were  set  and  nearly  all  the 
wires  strung.  The  appellant  company  is  now  equipped  for  supplying 
incandescent  as  well  as  arc  lights,  and  its  officers  assert  their  ability 
and  readiness  to  meet  all  demands  for  such  lights,  whether  for  the 
public  streets  or  private  consumers. 

It  appeared  that,  at  a  town  meeting  held  Aug.  3,  1889,  the  select- 
men were  authorized  to  contract  for  the  lighting  of  the  streets  with 
electric  lights  for  a  term  of  five  years  ;  and  such  a  contract  was 
entered  into  with  the  Merchants  Electric  Company  by  the  selectmen 
in  behalf  of  the  town,  dated  Oct.  17,  1889,  three  days  after  the 
selectmen  had  fixed  the  location  of  additional  poles  by  the  gas 
company. 

The  town,  under  the  law,  is  entitled  to  have  its  streets  lighted  by 
the  gas  company  at  a  fair  price,  with  either  gas  or  electric  lights  or 
with  both,  as  the  town  may  choose.     This  the  tax  payers  ought  to 
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be  willing  to  pay,  and  more  should  neither  be  asked  nor  expected  of 
them . 

It  may  be  true,  as  was  suggested  by  a  prominent  citizen  of  the 
town,  that  the  gas  company  has  been  rather  "  slow,"  and  has  not 
pushed  its  business  as  rapidly  as  it  might  have  done.  But  it  ap- 
peared that  all  the  lights  had  been  furnished  which  people  asked  for, 
except  that  three  or  four  had  applied  for  incandescent  lights  who 
could  not  be  properly  supplied  until  the  recent  consent  of  the  select- 
men for  the  erection  of  additional  poles.  The  gas  company,  it  is 
believed,  is  now  able  to  meet  all  reasonable  demands  of  the  citizens 
and  of  the  town  for  lights  ;  and  this  Board  expects  that  the  officers 
and  managers  of  the  company  will  see  to  it  that  this  belief  is  fully 
justified. 

The  population  of  Clinton  is  about  10,000.  There  is,  in  the 
opinion  of  the  Board,  at  the  present  tmie,  no  sufficient  and  justifiable 
ground  for  encumbering  the  streets  with  the  poles  and  wires  of  a 
separate  electric  company.  The  appeal  is  therefore  sustained,  and 
the  action  of  the  selectmen  reversed. 

Canton  Electric  Company,  Appellant,  vs.  Blue  Hill  Electric 

Company. 

Appeal  from  the  decision  of  the  selectmen  of  Canton,  granting 
permission  to  the  Blue  Hill  Electric  Company  to  erect  and  maintain 
poles  and  wires  along  the  highways  of  the  town.  There  was  some 
doubt  about  the  date  of  the  permission,  whether  the  seventh  or  four- 
teenth day  of  August  last.  The  appeal  was  filed  with  this  Board 
September  13,  —  too  late,  it  was  claimed,  if  it  should  be  found  that 
the  final  decision  of  the  selectmen  was  not  until  the  later  date  above 
named.  But  during  the  hearing  it  became  erident  that  the  appeal 
was  filed  within  thirty  days  from  the  notice  of  the  decision,  and 
thus  was  seasonable,  within  the  meaning  of  section  5,  chapter  382, 
Acts  of  1887. 

The  appeal  is  sustained,  and  the  permission  of  the  selectmen 
revoked,  for  the  reason  that  the  selectmen  did  not  give  a  public 
hearing  and  notice  of  the  same,  such  as  are  contemplated  by  the  third 
section  of  said  chapter  382,  before  granting  the  permission. 

Three  companies  have  been  chartered  under  the  general  law  for  the 
purpose  of  supplying  electric  light  in  Canton,  namely  :  the  Neponset 
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Electric  Company,  March  28,  1889  ;  the  Canton  Electric  Company, 

July  13,  1889  ;  and  the  Blue  Hill  Electric  Company,  Aug.  30,  1889. 

Section  3,  above  cited,  provides  as  follows  :  — 

In  any  city  or  town  in  which  a  company  is  engaged  in  or  organized  for 
tiie  purpose  of  the  manufacture  and  sale  of  electric  light,  no  other  company 
shall  lay  or  erect  wires  over  or  under  the  streets,  lanes  and  highways  of 
such  city  or  town  for  the  purpose  of  carrying  on  its  business,  witliout  the 
consent  of  the  mayor  and  aldermen  of  such  city  or  selectmen  of  a  town, 
after  a  public  heainng  and  notice  to  all  parties  interested. 

The  selectmen,  July  15,  1889,  voted  to  allow  the  Canton  Electric 
Company,  the  second  company  in  date  of  organization,  the  right  to 
erect  poles  and  maintain  wires  for  electric  lighting.  As  was  admitted, 
there  was  no  previous  public  hearing ;  and  no  notice  of  any  hearing 
in  the  matter  was  given  by  the  selectmen  to  the  public  or  to  the 
Neponset  Electric  Company,  a  corporation  organized  in  March  pre- 
ceding, and  clearly  entitled  to  notice.  It  was  contended  that  the 
Canton  company,  having  no  valid  grant,  had  therefore  no  right  of 
appeal  under  section  5  of  said  chapter  382.  But  this  view  is  unten- 
able ;  for  it  was  a  company  aggrieved,  as  it  could  at  any  time  renew 
its  application  to  the  selectmen  for  the  privilege  of  locating  its  poles 
and  wires.  Both  this  company  and  the  Blue  Hill  Electric  Company 
put  up  some  exhibition  lights  in  the  town. 

Notice  of  a  public  hearing  on  the  application  of  the  Blue  Hill  Elec- 
tric Company  was  sent  to  the  other  two  electric  companies,  which  was 
quite  general  in  its  language,  and  named  no  hour  for  the  hearing. 
These  defects  counsel  for  the  appellant  thought  vital.  But  the 
appellant  company  was  not  injured  by  them,  as  its  president,  in  reply 
to  the  notice,  wrote  to  the  selectmen  that  it  would  not  be  convenient 
for  him  to  attend  the  hearing  on  that  day.  In  the  final  determination 
of  the  case  the  point  becomes  immaterial,  as  the  Board  is  of  the 
opinion  that  notice  to  others  should  have  been  given.  It  would  seem 
that  the  Legislature,  in  requiring  a  public  hearing,  intended  that  some 
public  notice  of  it  should  be  given  by  the  selectmen,  either  by  posting 
or  by  publication  in  a  local  newspaper.  It  is  true  the  editor  of  the 
"Canton  Journal "  learned  of  the  proposed  hearing,  and  published 
the  following  under  local  news,  which  it  was  claimed  was  a  sufficient 
notice  to  the  public :  — 

The  selectmen  have  granted  a  public  hearing  at  their  room  next 
Wednesday  evening  to  those  who  are  immediately  interested  in  the  electric 
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light  question.     It  is  expected  that  at  this  meeting  all  mattei's  will  be 
settled  satisfactorily  to  the  best  interests  of  the  town. 

This  had  none  of  the  usual  characteristics  of  an  official  notice,  and, 
besides,  was  misleading  in  terms,  implying  that  only  the  companies  — 
the  immediate  parties  in  interest  —  would  be  heard. 

Upon  the  question  whether  more  than  one  company,  or  which  of 
several  companies,  should  be  allowed  to  do  the  lighting,  intelligent 
citizens,  in  behalf  of  the  public,  often  give  valuable  information,  as 
has  been  shown  at  some  of  the  hearings  before  this  Board. 

The  commissioners  are  confident  in  the  correctness  of  their  conclu- 
sions  in  this  case,  and  have  arrived  at  them  with  Jess  hesitation 
because  they  believe  that  no  hardship  can  result  therefrom,  as  there 
has  been  no  large  expenditure  of  money  by  either  of  said  companies. 
The  decision  will  tend  to  induce  a  wholesome  practice,  not  only  called 
for  by  the  statutes,  but  such  as  in  its  application  will  better  secure 
fairness  and  justice  to  all  parties  concerned  in  other  similar  cases 
which  are  likely  to  arise. 

F.  R.  Davis,  Appellant. 

Appeal  of  F.  R.  Davis  from  the  decision  of  the  selectmen  of 
Athol,  May  23,  1888,  refusing  to  grant  him  the  privilege  of  erecting 
poles  and  wires  in  and  along  the  public  streets  of  the  town. 

In  a  communication  notifying  Mr.  Davis  of  the  rejection  of  his 
petition,  the  selectmen  gave  as  the  reason  for  their  action  that  they 
did  not  believe  it  for  the  best  interest  of  the  public  to  have  two  elec- 
tric light  companies  doing  business  in  a  town  of  that  size. 

It  appeared  at  the  hearing  on  the  appeal,  which  was  held  in  Athol, 
that  a  charter  was  granted,  March  16,  1888,  to  the  Athol  Electric 
Light  and  Power  Company,  a  corporation  established  at  Athol  for 
the  purpose  of  producing  light,  power  and  heat  by  electricity,  and 
selling  the  same.  Its  articles  of  association  bear  date  Jan.  20,  1888. 
Eleven  days  later,  the  selectmen  granted  to  those  so  associated  a 
general  consent  to  erect  poles  in  the  streets.  Such  consent  was  given 
to  the  electric  light  company  in  a  more  specific  form  the  seventeenth 
day  of  May  following. 

On  the  day  of  the  hearing,  June  22,  1888,  the  dynamos,  poles, 
wires  and  other  electrical  apparatus  of  the  company  had  been  delivered 
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in  the  town,  and  some  of  the  poles  had  been  erected.  It  had  also- 
made  a  contract  with  the  town  for  lighting  the  streets. 

Mr.  Davis,  the  appellant,  was  the  manager  of  the  gas  company  in 
Athol,  known  as  the  Miller's  River  Gas  Light  Company,  and  was 
under  contract  to  act  in  that  capacity  for  a  term  of  years.  In  the 
month  of  April,  1888,  he  obtained  a  dynamo,  and,  by  the  use  of  poles 
set  on  private  land,  he  ran  wires  and  was  supplying  a  few  electric 
lights  at  the  time  of  the  hearing.  This  he  had  done,  as  he  claimed, 
in  the  interest  of  the  gas  company. 

The  hearing  was  largely  attended,  and  many  of  the  citizens,  regard- 
ing the  interest  of  Mr.  Davis  as  that  of  the  gas  company,  testified 
that,  in  their  opinion,  the  gas  company  could  not  continue  in  business 
should  it  lose  any  considerable  portion  of  the  lighting,  and  that  its 
suspension  would  be  a  great  detriment  to  the  place.  Hence  they 
expressed  the  wish  that  in  some  way  the  gas  company  might  be 
allowed  to  do  electric  lighting. 

At  the  request  of  counsel,  the  case  was  postponed  from  time  to 
time.  Negotiations  were  entered  upon  between  the  gas  company  and 
the  Athol  Electric  Light  and  Power  Company,  looking  to  a  union  of 
the  two  companies  ;  in  consequence  of  which  the  gas  company  filed 
its  petition  for  authority  to  engage  in  electric  lighting.  At  length, 
by  agreement  of  the  counsel  of  both  companies,  the  appeal  was  dis- 
missed and  the  decision  of  the  selectmen  confirmed,  —  a  result  which 
the  Board  deemed  most  beneficial  to  all  the  parties  in  interest. 

RoxBURT  Electric  Light  Company,  Appellant. 

Appeal  by  the  Roxbury  Electric  Light  Companj^  from  the  following 

order  of  the  aldermen  of  the  city  of  Boston,  passed  Feb.  18,  1889  :  — 

Ordered,  That  permission  is  hereby  refused  the  Roxbury  Electric  Light 
Company  to  erect  wires  over  or  under  such  of  the  streets,  lanes  and  high- 
ways of  the  city  of  Boston  as  are  south  of  East  and  West  Chester  parks  for 
the  purj)ose  of  carryuig  on  said  business,  as  asked  for  in  the  petition  of  said 
comj)any,  dated  Feb.  4,  1889,  and  presented  to  the  Board  Feb.  4,  1889. 

The  appellant  company  was  chartered  under  the  general  laws,  Feb. 
2,  1889,  with  a  capital  stock  of  $50,000,  for  the  purpose,  among 
other  things,  of  supplying  light,  heat  and  power,  by  means  of  elec- 
tricity, "  in  that  part  of  Boston  called  Roxbury,  in  the  Commonwealth 
of  Massachusetts,  and  its  vicinity." 
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The  companies  actually  engaged  in  the  manufacture  and  sale  of 
electric  light  and  power  in  the  city  of  Boston  at  that  time  were  the 
Boston  Electric  Light  Company,  chartered  Feb.  14,  1888,  which 
appeared  in  remonstrance  ;  the  Edison  Electric  Illuminating  Company 
of  Boston,  chartered  in  1885,  corporations  organized  under  the  laws 
of  this  State  ;  and  the  Charlestown  Gas  Light  Company,  which  sup- 
plies electric  light  only  in  that  portion  of  Boston  which  was  formerly 
Charlestown.  The  Edison  Company  did  not  appear  at  the  hearing, 
but  has  since  filed  its  objection  to  the  granting  of  the  petition.  The 
Citizens'  Electric  Light  Company,  whose  property  is  under  lease  to 
the  Boston  Electric  Light  Company,  also  appeared  as  remonstrant. 
During  the  hearing  it  appeared  that  a  corporation  called  the  Boston 
Electric  Light  Company  was  organized  in  the  State  of  Maine  Nov. 
17,  1886,  with  an  authorized  capital  of  ^1,000,000.  At  that  time 
there  were  five  different  electric  light  companies  supplying  light  in  the 
city  of  Boston ;  namely,  the  Citizens'  Electric  Light  Company,  the 
Edison  Electric  Illuminating  Company  of  Boston,  the  Brush  Electric 
Light  Company,  New  England  Weston  Electric  Light  Company,  all 
Massachusetts  corporations,  and  the  Merchants'  Electric  Light  and 
Power  Company,  a  foreign  corporation.  The  Boston  Electric  Light 
Company  of  Maine  at  once  proceeded  to  purchase  the  property  of 
the  three  companies  last  named,  and  to  lease  for  a  term  of  nine  hun- 
dred and  ninety-nine  years  the  property  of  the  first-named  company. 
Formal  authority  for  the  acquisition  of  the  property  so  purchased  was 
granted  by  the  aldermen  of  Boston,  July  5,  1887. 

In  accordance  with  the  opinion  expressed  by  this  Board  in  its  third 
annual  report,  January,  1888,  that  the  electric  lighting  business  in 
the  State  ought  to  be  done  by  domestic  instead  of  foreign  corporations, 
the  present  Boston  Electric  Light  Company  was  organized  here  Feb. 
14,  1888,  with  a  capital  of  $1,000,000,  to  take  the  place  of  the  Maine 
corporation,  and  for  the  avowed  purpose  of  acquiring  and  succeeding 
to  the  enjoyment  of  the  rights  and  property  of  that  company.  A 
formal  sale  and  transfer  of  the  same  was  effected  under  date  of 
March  1,  1888,  since  which  time  the  Boston  Electric  Light  Company 
of  Massachusetts  has  been  in  the  actual  possession  and  control  of  all 
the  rights,  property  and  lighting  business  before  enjoyed  by  the 
Maine  corporation.  This  purchase  included  the  lamps,  lines  and 
fixtures  then  located  in  the  Roxbury  and  Dorchester   districts,  the 
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greater  part  of  which  had  been  erected  by  the  Brush  Electric  Light 
Company.  In  the  territory  covei'ed  by  the  above  order  the  Boston 
Electric  Light  Company  had,  at  the  time  of  the  hearing,  thirty-four 
miles  of  wire  over  portions  of  some  forty  different  streets,  one  hun- 
dred and  seventy-seven  arc  lamps,  a  few  incandescent  lamps  lighted 
from  the  arc  circuits,  the  cost  of  which  property  was  estimated  at 
about  $21,000. 

On  the  foregoing  facts  and  the  further  evidence  in  the  case,  ought 
the  order  of  the  aldermen  to  stand,  or  should  it  be  reversed  ?  As  at 
present  advised,  this  Board  has  no  power  to  modify  the  order.  Its 
consent  or  refusal  must  be  simply  to  the  permission  which  was  asked 
from  and  denied  by  the  aldermen.  The  grounds  of  that  denial  are 
not  stated.  It  is  evident  that  the  charter  of  the  appellant  company, 
in  its  language,  "  Roxbury  .  .  .  and  its  vicinity,"  is  broad  enough 
to  enable  the  company  to  do  electric  lighting  anywhere  in  the  city 
of  Boston  ;  although  counsel  stated  that  such  was  not  the  intention, 
and  that  the  company  would  be  willing  to  be  limited  in  its  area. 
But  there  is  now  no  natural  division  between  Roxbury  and  the  old 
territory  of  Boston,  the  "  neck"  having  become  a  wide  part  of  the 
city.  It  is  not  clear  or  probable  that  the  company  could  be  legally 
and  perpetually  confined  within  a  space  smaller  than  that  covered  by 
the  charter.  Moreover,  had  permission  been  granted  in  the  form 
prayed  for,  or  if  the  appeal  were  now  sustained,  would  any  power 
rest  with  the  mayor  and  aldermen  to  exclude  the  company  from 
any  street  included  in  the  order,  however  desirable  it  might  become 
hereafter  to  do  so?  The  doubtful  situation  should  be  avoided,  if 
possible. 

Outside  of  these  considerations  is  the  more  general  inquiry, 
whether  the  establishment  of  a  rival  company  in  Roxbury  would, 
under  the  cirpumstances,  be  justifiable,  or  beneficial  to  the  com- 
munit}'.  The  Board  is  mindful  that  the  persons  interested  in  the 
appellant  company  are  respected  citizens,  supported  by  the  petitions 
of  large  numbers  of  the  residents  of  Roxbury,  and  are  entitled  to  the 
most  careful  consideration.  The  testimony  showed  that  a  consider- 
able demand  for  incandescent  electric  lights  has  sprung  up  in  Rox- 
bury during  the  past  year,  and  that  the  Boston  Electric  Light 
Company  in  some  instances  has  been  asked  for  estimates  for  such 
lights,  although  no  application  under  the  statute  has  been  made  to 
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this  Board  requesting  that  any  company  be  ordered  to  furnish  them. 
To  meet  this  demand,  it  is  necessary  that  a  new  central  station  be 
erected  in  that  part  of  the  city.  It  would  seem  that  the  Boston  Elec- 
tric Light  Company  could  do  this  somewhat  cheaper  than  another 
company,  as  it  has  on  hand  a  large  part  of  the  needed  equipment, 
not  now  in  use,  by  reason  of  giving  up  the  station  recently  on 
Congress  Street.  The  poles  already  erected  in  Roxbury  and  Dor" 
Chester  could  be  used  for  both  incandescent  and  arc  wires.  The 
officers  of  the  company  stated  that  there  would  be  no  increase  of 
capital  stock  for  this  purpose,  and  none  seems  requisite,  A  new 
company  would  have  no  advantage  in  the  purchase  of  materials  or 
supplies  ;  on  the  contrary,  as  a  rule,  the  larger  the  quantities  bought 
the  lower  the  prices,  and  no  reason  was  offered  why  the  present  case 
would  prove  an  exception.  The  appellant  claimed  that  it  could  sup  - 
ply  incandescent  lights  at  prices  lower  than  are  charged  by  the  other 
companies  in  Boston.  The  Board,  however,  is  unable  to  discover, 
either  from  the  testimony  or  from  observation  and  knowledge  of 
other  companies,  any  special  advantages  a  new  company  in  Roxbury 
would  have  over  the  existing  ones  in  the  cost  of  producing  the  light. 
The  offer  of  the  appellant  to  furnish,  for  one  year,  incandescent 
lights  of  sixteen  candle-power  for  one  cent  each  per  hour,  might 
afford  the  consumer  a  slight  temporary  saving  ;  but  the  brevity  of  the 
time  implies  great  doubt  as  to  the  profits,  and  it  cannot  be  supposed 
that  any  company  would  long  continue  to  do  business  at  a  loss. 
Certainly  there  ought  to  be  an  apparent  saving  of  cost  somewhere,  as 
a  justification  for  encumbering  the  streets  with  the  lines  of  another 
company.  The  appellant  did  not  press  its  claim  on  the  ground  of 
any  public  benefit  to  be  gained  by  competition,  thus  recognizing  the 
protection  to  the  community  provided  in  the  statutes  for  the  regula- 
tion and  control  of  lighting  companies.  The  history  of  electric  light 
companies  in  Boston,  as  above  shown,  and  of  corporations  doing  a 
similar  business  in  various  parts  of  the  country,  affords  no  basis  for 
believing  that  a  new  company,  if  allowed  to  engage  in  business  in 
Roxbury,  would  long  remain  by  itself  ;  as  competition  for  a  period 
would  probably  be  followed,  as  in  the  former  instances,  by  consoli- 
dation or  absorption.  Whether  or  not  such  union  would  be  for  the 
public  good,  the  companies  would  see  a  gain  thereby  ;  and  no  power 
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rests  in  this  Board,  or  elsewhere  under  existing  laws,  which  could 
effectively  prevent  some  form  of  consolidation. 

The  Boston  Electric  Company  expressed  its  readiness  to  erect  a 
plant  in  Roxbury,  and  to  furnish  all  the  incandescent  lights  in  that 
part  of  the  city  which  may  be  required.  The  community  has  the 
right  to  demand  of  the  company  a  supply  at  the  lowest  remunerative 
prices,  and  consumers  have  a  right  to  appeal  to  this  Board  if  they 
believe  the  prices  charged  are  too  high. 

The  able  counsel  for  the  appellant  claimed,  as  a  reason  why  the 
order  of  the  aldermen  should  be  reversed,  that  the  Boston  Electric 
Light  Company  had  not  obtained  at  the  time  of  the  hearing  full  right 
to  do  business  under  chapter  382,  section  3,  Acts  of  1887,  and  had 
not  acquired  a  complete  legal  title  to  the  franchises  and  property  it 
was  then  using.  To  some  extent  this  was  true  ;  but  its  rights  as  a 
remonstrant  existed,  and  it  could  not  well  be  presumed  that  the 
individuals  constituting  the  Maine  corporation,  which  had  been  for- 
mally granted  the  rights  exercised  by  it,  would  be  treated  with  less 
consideration  and  denied  the  privilege  of  enjoying  the  same  rights 
after  they  had  organized  under  the  laws  of  our  State,  in  pursuance 
of  a  suggestion  from  this  Board,  and  thus  secured  increased  contribu- 
tions to  the  city  and  the  Commonwealth  in  the  form  of  taxes.  Since 
the  hearing,  as  is  well  known,  some  of  these  rights  have  been  more 
definitely  secured.     The  appeal  is  therefore  dismissed. 

Dedham    and   Hyde   Park    Gas    and    Electric    Light    Company, 
Appellant,  vs.  Dedham  Electric  Light  Company. 

Appeal  from  the  consent  of  the  selectmen  of  Dedham,  given  to 
the  Dedham  Electric  Light  Company,  June  21,  1889,  for  the  location 
of  poles  and  wires  in  the  streets. 

The  hearing  on  the  appeal  was  in  Dedham,  Sept.  6,  1889.  The 
appellant  company  was  represented  by  its  agent,  the  electric  com- 
pany by  counsel.  Some  members  of  the  town  committee  on  lighting 
were  present,  but  not  as  parties. 

The  gas  company  was  chartered  about  thirty  years  ago.  In  1886, 
by  chapter  206  of  the  Acts  of  that  year,  its  name  was  changed  to 
the  Dedham  and  Hyde  Park  Gas  and  Electric  Light  Company,  and 
the  company  was  authorized  to  furnish  the  inhabitants  of  Dedham 
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and  Hyde  Park  with  electric  light.  Section  3  of  the  same  chapter 
provides  that  "The  said  corporation,  first  having  obtained  the  con- 
sent in  writing  of  the  selectmen  of  the  respective  towns,  is  hereby- 
authorized,  under  the  direction  and  control  of  the  selectmen,  to  dig 
up  the  grounds  in  any  of  the  streets,  and  to  erect  and  maintain  lines 
of  wire  upon  or  above  the  surface  of  the  streets." 

The  Dedham  Electric  Light  Company  was  chartered  under  the 
Public  Statutes,  Dec.  5,  1888,  and  the  following  day  it  filed  its  peti- 
tion with  the  selectmen  for  the  location  of  poles. 

The  gas  company  then  for  the  first  time,  Jan.  12,  1889,  made 
request  of  the  selectmen  for  the  consent  required  by  the  section 
above  quoted.  The  same  was  heard  February  7,  and  was  by  vote 
indefinitely  postponed. 

The  petition  of  the  electric  company  was  heard  February  14,  and 
on  the  eighteenth  day  of  February  the  selectmen  voted  that  both 
companies  have  leave  to  withdraw. 

The  adjourned  annual  town  meeting,  April  1,  1889,  appointed  a 
committee  with  power  to  contract  for  lighting  the  town  with  electric 
lights  for  a  term  of  ten  years,  at  a  price  not  exceeding  $5,000  a 
jear.  Each  company,  in  response  to  the  invitation  of  the  committee, 
sent  in  proposals  ;  but,  in  reply  to  a  request  for  modified  bids,  only 
the  electric  company  submitted  prices. 

The  gas  company,  AprQ  13,  again  petitioned  for  leave  to  set  poles, 
and  the  electric  company  presented  a  like  petition  June  18.  On  the 
twenty-first  day  of  June  the  selectmen  denied  the  petition  of  the  gas 
company,  and  gave  the  right  to  the  electric  company,  and  from  that 
grant  appeal  was  taken  to  this  Board.  In  accordance  with  the 
instructions  of  the  town,  its  committee  made  a  contract  with  the 
Dedham  Electric  Light  Company  for  lighting  the  town  ten  years,  at 
the  price  above  named.  The  agent  of  the  appellant  company  very 
frankly  stated  that  he  considered  the  contract  a  favorable  one  for  the 
town,  and  that  he  thought  the  town  ought  to  have  the  advantage  of 
it.  He  was  not  prepared  to  say  that  his  company  would  be  willing 
to  make  a  like  contract. 

So  far  as  the  Board  is  informed,  it  has  not  been  decided  by  any 
adjudication  of  our  courts  that  the  selectmen,  under  the  language  of 
the  section  quoted,  could  be  compelled  to  grant  their  consent  to  the 
gas  company.     Moreover,  as  that  company  did  not  ask  such  consent 
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until  nearly  three  years  had  elapsed,  it  could  be  reasonably  inferred 
from  the  long  omission  to  do  so  that  the  company  did  not  care  to 
undertake  the  electric  lighting  business  in  that  town,  and  another 
company  might  well  feel  at  liberty  to  occupy  the  ground.  Nor  did 
it  appear  that  the  gas  company  had  taken  any  steps  towards  intro- 
ducing electric  lights  in  Hyde  Park. 

Under  these  circumstances,  the  Board  thinks  the  selectmen  were 
justified  in  giving  their  consent  to  the  Dedham  Electric  Light  Com- 
pany. The  appeal  is  therefore  dismissed,  and  the  action  of  the 
selectmen  confirmed. 

MiDDLEBOROUGH     ElECTKIC     LiGHT     AND     PoWER     COMPANT,     APPEL- 
LANT, VS.  MiDDLEBOROUGH    GaS    AND    ElECTRIC    ComPANY. 

Appeal  of  the  Middleborough  Electric  Light  and  Power  Company 
from  the  vote  of  the  selectmen  of  Middleborough,  passed  April  3, 
1889,  granting  permission  to  the  Middleborough  Gas  and  Electric 
Company  to  erect  and  maintain  poles  and  string  wires  in  and  through 
the  public  streets  and  ways  of  that  town.  At  the  hearing  before 
this  Board,  the  following  facts  appeared:  — 

The  appellant  company  was  chartered  Jan.  1,  1889,  for  the  pur- 
pose of  doing  an  electric  light  and  power  business  in  the  town  of 
Middleborough.  The  selectmen  of  the  town,  January  12,  gave  the 
company  written  permission,  for  the  term  of  five  years,  to  set  poles 
and  string  wires.  From  this  grant  of  the  selectmen  there  was  no 
appeal. 

Afterwards,  namely,  January  21,  the  Middleborough  Gas  and 
Electric  Company  was  chartered  for  the  purpose  of  furnishing  gas 
and  electricity  for  light  and  power  in  said  town,  and  petitioned  the 
selectmen,  February  16,  for  permission  to  erect  poles  and  wires. 
After  a  public  hearing,  such  permission  was  given  by  the  selectmen 
in  writing  on  the  third  day  of  April,  in  the  same  form  as  to  the  first 
company  above  named,  and  for.  the  like  period  of  five  years.  The 
first  company  Appealed  therefrom  AprU  23,  under  section  5,  chapter 
382,  Acts  of  1887. 

By  the  testimony  of  some  of  the  selectmen,  those  officials  con- 
sidered they  were  under  equal  obligations  to  each  company,  and 
were  not  influenced  by  the  belief  that  one  company  could  produce 
electric  light  more  cheaply  than  the  other. 
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Gas  works  were  established  in  the  town  in  1847,  and  were  pur- 
chased by  a  Mr.  Wilbur  in  1856.  They  were  operated  by  him  for 
some  thirty  years.  In  the  latter  part  of  1888,  Mr.  Wilbur  having 
deceased,  the  gas  works,  or  a  controlling  interest  in  them,  changed 
hands,  and  the  owners,  Jan.  21,  1889,  as  above  stated,  obtained  a 
charter  under  the  name  of  the  Middleborough  Gas  and  Electric 
Company. 

It  appeared  at  the  hearing  that  each  of  the  companies  had  can- 
vassed for  electric  light  customei'S  among  the  business  men  of  the 
town,  and  each  company  expressed  the  purpose  and  desire  to  supply 
all  parties  with  such  electi'ic  lights  as  might  be  wanted. 

The  electric  company,  the  first  company  chartered,  had  shown  an 
earnest  intent  to  have  its  plant  erected  by  July  1,  1889,  in  compli- 
ance with  its  grant  from  the  selectmen.  It  had  purchased  land  con- 
veniently located,  with  water  power,  at  a  cost  of  $8,000,  and  had 
commenced  the  construction  of  a  substantial  brick  building,  which 
was  weirunder  way  at  the  time  of  the  hearing  in  May. 

The  gas  company,  the  second  company,  also  had  begun  the 
enlargement  of  its  buildings  so  as  to  hold  an  electric  plant,  and  had 
erected  some  poles,  a  part  of  which  were  put  up  after  the  appeal  was 
takeni  to  this  Board.  Neither  company  had,  at  the  time  of  the  hear- 
ing, received  from  the  selectmen  any  writing  specifying  the  locations 
for  poles,  as  required  by  the  Public  Statutes,  chapter  109,  section  3  ; 
but  the  selectmen,  during  the  hearing  on  the  appeal,  gave  their  verba 
consent  for  the  location  of  certain  poles  by  the  gas  company. 

The  town,  at  its  March  meeting,  appointed  a  committee  to  contract 
for  lighting  the  streets,  and  each  company  submitted  written  pro- 
posals therefor.  A  contract  for  two  years  was  made  with  the  Mid- 
dleborough Gas  and  Electric  Company,  but  so  far  varying  from  the 
basis  as  understood  for  the  first  proposals,  that  it  did  not  clearly 
appear  which  company  made  the  lowest  price  for  electric  lights. 
The  committee,  as  it  turned  out,  wanted  some  electric,  some  gas,  and 
some  naphtha  lights. 

The  fire  district,  so  called,  which  it  is  proposed  to  light,  contains 
about  three  thousand  five  hundred  people,  and  has  some  fourteen 
miles  of  streets.  The  population  of  the  whole  town  is  six  thousand, 
with  one  hundred  and  fifty  miles,  more  or  less,  of  streets. 
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There  was  some  dispute  as  to  the  sufficiency  of  the  water  power, 
which  the  appellant  had  purchased,  during  a  short  period  in  the  sum- 
mer, but  a  minimum  of  seventy-five  horse-power  was  guaranteed  in 
the  sale,  and  during  the  most  of  the  year  it  would  probably  be 
much  greater. 

Various  statements  and  representations  of  more  or  less  interest 
were  "made,  but  the  above  are  the  leading  and  material  facts. 

The  hearing  was  attended  by  many  of  the  citizens.  The  com- 
panies and  the  town  were  represented  by  able  counsel,  and  the  case 
was  thoroughly  tried  during  two  days  at  Middleborough.  The  argu- 
ments were  made  in  Boston  at  a  later  date.  Counsel  for  the  town 
claimed  that  the  town  had  the  right  to  operate  an  electric  plant  and 
light  its  streets  by  electricity  ;  and  that,  if  the  town  could  do  this  by 
its  officers  or  agents,  it  could  do  the  same  through,  or  by  contract 
with,  a  company  or  other  persons.  He  also  frankly  admitted  that, 
if  two  companies  were  allowed  to  do  electric  lighting  in  that  town, 
one  of  them  must  sooner  or  later  give  up  the  business. 

The  Board  is  called  upon  in  this  case  to  decide  whether,  under  the 
circumstances  above  stated,  a  second  general  franchise  or  permission 
by  the  selectmen  shall  be  confirmed  after  a  like  prior  permission  has 
already  been  granted  to  another  company. 

All  conversant  on  the  subject  agree  that  one  central  electric  plant 
is  sufficient  for  a  town  like  Middleborough,  and  that  two  companies 
would  not  long  survive.  It  is  an  insurmountable  fact  that  the  grant 
to  the  Middleborough  Electric  Light  and  Power  Company  must 
stand.  In  the  opinion  of  the  Board,  in  view  of  all  the  facts,,  it  is 
not  only  the  logical  necessary  result,  but  the  most  just,  that  one  com- 
pany should  have  the  electric  and  the  other  the  gas  business.  As 
between  the  two  companies,  this  conclusion  is  the  more  satisfactory 
and  unavoidable  when  it  is  remembered  that  the  Board  now  bears 
the  same  relations  to  electric  companies  as  to  gas  companies,  and  in 
the  exercise  of  its  duties  it  desires  to  hold  the  scales  as  evenly  as 
possible  between  the  two  classes  of  companies.  The  Board  is  mind- 
ful that  it  is  convenient  and  as  a  rule  more  advantageous  to  the 
consumers  that  aU  the  lighting  in  places  of  this  size  be  done  by  one 
company.  In  the  present  instance,  however,  it  is  beyond  the  power 
of  the  Board  to  effect  that  end.  A  union  of  the  two  companies  on 
some  equitable  basis  is  doubtless  advisable. 
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Appeal  sustained,  and  the  permission  of  the  selectmen  to  the  Mid- 
dleborough  Gas  and  Electric  Company  revoked. 


Violation  of  Laws. 

The  Attorney-General  has  been  notified,  as  required  by  the  stat- 
utes, that  the  following  companies  have  violated  the  laws  as  below 
stated :  — 

The  Walworth  Light  and  Power  Company,  in  running  wires  across 
streets  without  the  consent  of  the  mayor  and  aldermen  of  the  city  of 
Boston. 

The  Middleborough  Gas  and  Electric  Company,  in  doing  the  same 
without  consent,  the  consent  of  the  selectmen  of  Middleborough 
having  been  revoked,  on  appeal  to  this  Board. 

The  Amherst  Gas  Company,  in  selling  additional  stock  represent- 
ing its  surplus,  and  dividing  the  proceeds  of  the  same  among  the 
stockholders  ;  also  in  measuring  gas  through  meters  which  have  not 
been  duly  sealed  and  stamped,  and  do  not  register  the  quantity  of 
gas  in  cubic  feet. 

The  Amesbury  and  Salisbury  Gas  Company,  Fall  River  Gas 
Works  Company,  Miller's  River  Gas  Light  Company  at  Athol,  Spen- 
cer Gas  Company,  and  the  Cottage  City  Gas  Compan}',  in  exceeding 
the  ten  per  cent,  limit  of  carbonic  oxide. 

The  Gardner  Gas  Light  Company,  Norwood  Gas  Light  Company, 
Orange  Electric  Light  Company,  and  the  United  Electric  Light 
Company  of  Springfield,  in  neglecting  to  make  the  annual  returns 
to  the  Board. 

The  last-named  cases  were  not  reported  to  the  Attorney-General 
until  the  returns  had  been  long  overdue.  In  but  few  cases  has  any 
good  reason  existed  why  the  companies,  both  gas  and  electric,  should 
not  have  made  their  returns  by  the  second  Wednesday  of  September, 
as  the  statute  now  provides.  There  is  no  penalty  for  omitting  to 
do  so,  except,  perhaps,  the  serious  one  of  enjoining  the  company 
from  doing  business.  A  more  speedy  and  practical  remedy  would 
be  found  in  a  statute  imposing  a  fine  for  delay,  as  in  the  case  of 
steam  and  street  railways.  A  large  number  of  companies  were  in 
some  measure  delinquent  the  past  year  in  presenting  their  returns, 
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thus  delaying,  as  heretofore,  the  preparation  of  the  report  to  the 
Legislature. 

The  material  facts  in  the  case  of  the  Walworth  Light  and  Power 
Company,  as  the  Board  understands  them,  are  substantially  as  fol- 
lows :  The  company  was  chartered  May  8,  1888,  for  the  purpose, 
among  other  things,  of  supplying  electric  light  and  power  in  the  city 
of  Boston,  and  it  is  now  engaged  in  that  business,  having  an  electric 
plant  on  Hawley  Street.  The  company  contracted  for  the  erection 
of  wires  which  cross  the  streets.  It  made  application  to  the  mayor 
and  aldermen  for  permission  to  run  wires  over  the  streets.  Such 
permission  was  refused,  and  the  appeal  therefrom  to  this  Board  has 
been  withdrawn.  The  company  does  not  claim  that  it  has  ever  re- 
ceived permission  from  the  mayor  and  aldermen  to  erect  wires  over 
the  streets,  but  its  officers  allege  that  the  company  has  brought  itself 
within  the  law,  as  it  has,  with  the  exception  of  one  or  two  wires, 
transferred  to  those  using  the  lights,  or  to  other  parties,  the  title  to 
so  much  of  the  wires  as  is  directly  over  the  street.  The  company 
supplies  the  electricity,  lamps  and  carbons  ;  owns  and  maintains  the 
wires  and  structures  supporting  them,  except  as  stated ;  takes  care 
of  the  lamps  ;  and  consumers  pay  the  company  a  price  agreed  upon 
per  lamp  for  light. 

The  leading  facts  in  the  Middleborough  case  will  be  found  in 
another  part  of  the  report,  under  the  title,  "  Middleborough  Electric 
Light  and  Power  Company,  appellant,  vs.  Middleborough  Gas  and 
Electric  Company." 

Accidents. 

The  companies  have  reported  during  the  year  four  cases  of  accident 
by  inhaling  gas,  two  of  which  were  fatal,  and  one  death  by  electricity. 
The  facts  relating  to  them  were  as  follows.  At  Amesbury  water  gas 
is  used ;  at  the  other  places,  at  the  time  of  the  accidents,  coal  gas 
was  used. 

John  Fahey,  age  thirty-five,  retired  about  twelve  o'clock  at  night, 
March  9,  1889,  at  the  Boston  Hotel,  Boston,  in  a  room  ten  feet  long, 
eight  feet  wide  and  seven  feet  high,  with  one  window  and  one  door, 
both  fitting  loosely.  About  noon  the  next  day  the  smell  of  gas  was 
noticed.     The  door  was  unlocked,  and  the  man  found  in  an  uncon- 
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scious  state.  The  gas  was  escaping,  the  jet  being  about  half  on.  A 
physician  was  called,  who  reports  that  the  patient  was  unconscious, 
with  feeble,  quick  pulse,  extremities  cold,  and  could  not  be  roused 
until  some  time  after  the  administration  of  hypodermic  injections  of 
ammonia  and  brandy,  and  artificial  respiration.  Six  hours  after, 
the  man  was  able  to  walk,  and  left  the  hotel.  He  said  he  blew  out 
the  gas. 

James  L.  Graves,  a  plumber,  in  tapping  a  main  at  Greenfield, 
March  18,  1889,  for  the  purpose  of  putting  on  a  governor,  became 
faint  from  inhaling  the  gas.  He  had  stepped  to  a  window  to  get  air, 
when  he  fell  through  a  trap  door.  He  was  insensible  a  few  seconds, 
and  somewhat  bruised,  but  at  work  again  the  next  day. 

Winnie  Boyle,  age  twenty-one,  employed  as  a  domestic  in  the  fam- 
ily of  Mr.  John  F.  Woodman,  was  found  dead  in  bed  at  Amesbury, 
on  the  morning  of  May  16,  1889,  about  ten  minutes  before  seven. 
She  retired  a  little  after  eight  the  evening  before.  There  being  no 
response  from  her  when  called  in  the  morning,  her  room  was  entered. 
The  odor  of  gas  was  perceptible  in  th-e  stairway  leading  to  the  room. 
The  room  was  full  of  gas,  and  the  burner  open.  She  was  found  lying 
across  the  bed,  her  face  red,  and  frothing  at  the  mouth.  A  physician 
was  summoned  at  once,  and  arrived  ten  minutes  later.  He  informed 
the  Board  that,  in  his  opinion,  death  had  taken  place  several  hours 
before,  as  the  body  was  rigid.  The  deceased  was  a  very  healthy, 
strong  girl.  Although  she  had  been  directed  by  the  family  in  regard 
to  lighting  and  turning  off  the  gas,  it  was  said  that  she  did  not 
appear  to  understand  the  working  of  the  fixtures,  and  she  proba- 
bly turned  on  the  gas  after  turning  it  off.  The  room  measured 
in  length  eleven  and  one-half  feet,  width  nine  feet,  and  in  height 
eight  and  one-half  feet.  It  had  one  window,  fitting"tightly,  and  one 
door  closed  but  not  latched,  leaving  a  crack  at  the  side  for  a  foot  or 
more  from  the  floor.  This  door  led  into  an  entry  about  fourj.by  five 
feet,  the  door  from  which  was  shut  closely.  The  gas  fixture  had  been 
tightened  after  the  accident,  and  before  the  Board  visited  the 
premises.  From  a  test  of  the  burner  made  with  coal  gas,  it  would 
pass  about  seven  feet  of  water  gas  per  hour, 

Julia  Crehan,  age  twenty-three,  in  the  employ  of  Dr.  P.  N.  Roy 
as  a  domestic,  retired  to  her  room  in  house  No.  132  Main  Street, 
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Charlestown,  about  9.30  o'clock  p.m.,  September  24,  1889.  The 
next  morning,  about  seven  o'clock,  the  smell  of  gas  being  noticed, 
her  room  was  entered,  and  she  was  found  unconscious.  The  gas  was 
escaping  from  an  unlighted  burner,  which  was  wide  open.  The 
room  contained  738  cubic  feet.  It  had  one  window,  fitting  tightly, 
and  a  door,  both  closed.  There  was  a  space  nearly  half  an  inch 
wide  under  the  door.  She  was  at  once  taken  to  the  Massachusetts 
General  Hospital.  When  she  arrived  she  was  still  unconscious,  the 
odor  of  gas  'in  her  breath,  pulse  scarcely  perceptible,  temperature 
104°.  Atropia  and  brandy  injected  in  arm ;  given  fresh  air.  In 
the  afternoon  her  breathing  ceased  once  entirely.  Artificial  respiration 
applied ;  chest  douched  with  cold  water ;  oxygen  gas  adminstered 
every  half  hour.  Vomited  in  the  night.  Next  day  pulse  150  to  165, 
temperature  103°  to  104°,  respiration  60.  Given  brandy  in  arm,  and 
nutritive  injections.  She  continued  unconscious  till  the  evening 
of  September  27.  The  28th,  29th  and  30th  she  was  conscious  ;  took 
strong  coffee,  brandy  and  milk,  and  other  nourishment.  October  2 
she  became  delirious  aud  weaker  ;  was  treated  to  stimulants  in  vari- 
ous forms ;  but  she  gradually  failed,  and  died  October  5.  She  is 
said  by  Dr.  Roy  to  have  been  a  healthy,  strong  girl. 

The  superiutendent  of  the  gas  company  reports  that  only  coal  gas 
had  been  made  for  several  days  before  the  accident  occurred. 

A  subsequent  test  of  the  burner  used  in  the  room  showed  that 
slightly  over  seven  cubic  feet  of  gas  would  pass  through  it  per  hour. 

The  above  sketch  of  the  treatment  is  meagre.  The  hospital  record 
of  the  case  was  kept  each  day,  with  great  detail,  showing  that  the 
patient  received  the  most  careful  attention.  The  autopsy  showed 
indications  of  tuberculosis. 

Frank  Foster,  age  thirty-two,  was  killed  at  Gloucester  about  six 
P.M.,  Nov.  20,  1888,  according  to  the  report  of  the  manager  of  the 
Gloucester  Electric  Company,  by  contact  with  the  electric  current 
supplied  on  the  arc  circuit  of  that  company.  He  reached  up  outside 
a  window  to  close  the  "  cut-off''  box,  using  an  iron  fish  gaff  or  hook. 
A  contact  was  made  in  some  way  with  the  current,  and  he  fell  back 
on  the  floor.  It  was  some  fifteen  minutes  before  he  ceased  to  breathe. 
The  floor  was  wet.  The  wires  show  no  abrasion,  no  bare  wire  was 
noticeable  outside  the  box,  and  there  was  no  trace  of  burning.     The 
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shock  was  instantaneous  ;  as  he  fell  back  on  the  floor  he  started  to 
get  up,  and  then  fell  back  again.  The  gaff  or  hook  fell  on  the  floor. 
It  was  sharp  pointed,  with  iron  ring  handle,  and  wet  with  use.  The 
Board  visited  the  premises  a  few  days  after  the  occurrence,  and 
learned,  from  eye-witnesses  of  the  accident  and  inspection  of  the 
premises,  that  the  above  report  was  correct.  The  cut-off  worked 
hard.  It  had  been  put  up  five  weeks  before.  Foster  had  tried  to 
turn  it  with  his  hand,  and,  failing,  took  the  hook.  He  had  on 
rubber  boots  with  outside  soles  tacked  on  by  nails,  some  of  which 
passed  entirely  through  the  bottom  of  the  boot.  In  reaching  up 
through  the  top  of  the  window  to  the  cut-off,  he  doubtless  took  hold 
of  the  window  frame  with  his  left  hand.  He  did  not  speak  after  he 
first  fell,  and  it  was  said  there  was  no  indication  of  pain  in  his  face. 
A  physician  was  called,  and  also  the  medical  examiner,  who  thought 
an  inquest  unnecessary. 

Cases  pending  before  the  Board,  Dec.  31,  1889. 

Petitions  for  authority  to  furnish  electric  light  by  the  gas  companies 
in  Adams,  North  Adams,  and  by  the  Lawrence  Gas  Company  in 
Methuen. 

Appeal  of  the  Lawrence  Gas  Company  from  the  decision  of  the 
selectmen  of  Methuen,  giving  Geo.  H.  Drew  and  others  consent  to  lay 
gas  pipes  in  the  streets. 

Appeal  of  the  Chelsea  Gas  Light  Company  from  the  permission  of 
the  mayor  and  aldermen  of  Chelsea,  granting  the  American  Fuel 
Company  the  right  to  lay  gas  pipes  in  certain  streets. 

Application  of  F.  M.  Gilley  to  be  supplied  with  electric  light  by 
the  Chelsea  Gas  Light  Company. 

Petitions  for  license  to  make  water  gas  by  the  gas  companies  in 
Spencer,  Amesbury,  Athol,  South  Boston,  Roxbury,  Cottage  City 
and  Brockton. 

Appeal  of  the  Braintree  Electric  Company  from  the  consent  of  the 
selectmen  of,  Braintree,  allowing  A.  S.  Morrison  &  Brothers  and 
others  to  run  wires  over  certain  streets. 

Appeal  of  the  Randolph  and  Holbrook  Electric  Company  from  the 
decision  of  the  selectmen  of  Randolph,  permitting  the  Randolph  and 
Holbrook  Light  and  Power  Company  to  erect  poles  in  the  streets. 
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Appeal  of  Edward  H.  Galligan  and  others  from  the  same. 

Appeal  of  the  Maiden  and  Melrose  Gas  Light  Company  from  the 
decision  of  the  selectmen  of  Melrose,  allowing  Geo.  W.  Chipman  and 
others  permission  to  lay  gas  pipes  in  the  streets. 

Respectfully  submitted, 

ABRAHAM  B.  COFFIN, 
EDWARD  T.  ROWELL, 
FORREST   E.   BARKER, 

Board  of  Gas  and  Electric  Light  Commissioners. 

Boston,  Jan.  1,  1890. 


APPEKDICES. 


^PPEN^DIX    A. 


GAS   COMPANIES'  BALANCE   SHEETS  AND  PROFIT 
AND   LOSS   ACCOUNTS,  JUNE   30,   1889. 

[From  the  returns  made  as  corrected  by  the  Board.] 


ADAMS   GAS   LIGHT   COMPANY. 

Assets. 

Real  estate, $21,214  97 

Machinery  and  manufacturing  appliances, )  /,  qq2  qk 

Street  mains, ) 

Cash  on  hand, 2,012  77 

Due  for  gas, 751  89 

Other  accounts  due  the  company, 5,727  95 

Coal  on  hand .  346  81 

Coke  on  hand,      .        ...  ,       . 32  00 

Office  furniture,  ..........  200  00 

Notes  receivable, 1,000  00 

Lungren  lamps, 32  90 

Total  assets,  as  per  books  of  the  company,         .        .        .  $37,321  34 

Liabilities. 

Capital  stock, $17,300  00 

Unpaid  bills, 8  45 

Total  liabilities,  as  per  books  of  the  company,  .        •        .  |17,308  45 

Profit  and  loss  balance,       .        .        .        .  '      .        .        .        .  20,012  89 

$37,321  34 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1888,        .        .        .        .        .  $19,929  31 

Balance  of  gas  manufacturing  account,      ,        .  6,405  19 

Interest  received, 2  51 

Rents, 68  38 

Dividends  declared, $3,460  00 

Other  items, 1,932  50 

Balance  June  30,  1889,        .        .        .        .        .       20,012  89 

$25,405  39  $25,405  39 
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AMESBURY  AND   SALISBURY  GAS  COMPANY. 

Assets. 

Real  estate, $4,875  98 

Machinery  and  manufacturing  appliances,        ....  40,255  50 

Street  mains, 16,250  00 

Meters, 1,498  39 

Cash  on  hand, 126  47 

Due  for  gas, 413  67 

Coal  on  hand, 854  24 

Enrichers  on  hand, 161  94 

Purifying  materials  on  hand,      .        .        .         .        .        .        .  10  00 

Other  materials  on  hand, 500  00 

Total  assets,  as  per  books  of  the  company,  .        .     $64,946  19 


Liabilities. 

Capital  stock, $60,000  00 

Unpaid  bills, 1,702  24 


Total  liabilities,  as  per  books  of  the  company,  .       . .        .     $61,702  24 
Profit  and  loss  balance, 3,243  95 

$64,946  19 
Profit  and  Loss  Account. 

Dk.  Ce. 

Balance  June  30,  1888,        .         .        .        .        .  $3,043  57 

Balance  of  gas  manufacturing  account,     .        .  1,851  34 

Interest  paid, $34  74 

Construction  charged  off, 1,616  22 

Balance  June  30,  1889,        ...  3,243  95 

$4,895  91  $4,895  91 
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AMHERST   GAS   COMPANY. 

Assets. 
Real  estate,  ....... 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Metei-s,         . 

Cash  on  hand, 

Due  for  gas,         ........ 

Other  accounts  due  the  company,       .... 

Coke  on  hand, 

Enrichers  on  hand, 

Other  materials  on  hand, 

Total  assets,  as  per  books  of  the  company. 


Liabilities. 

Capital  stock, |10,000  00 

Notes  payable,     .  ■ 1,000  00 

Unpaid  bills, ,        .  54  71 

Total  liabilities,  as  per  books  of  the  comjDany,   .        .        .  $11,054  71 

Profit  and  loss  balance, 6,848  68 


$635 

85 

8,079 

49 

6,530 

97 

1,059 

56 

167 

34 

1,290 

74 

3  00 

14 

25 

87 

40 

34 

74 

$17,903 

34 

fl7,903  34 


Profit  and  Loss  Account. 


De. 

Ce. 

Balance  June  30,  1888, 

. 

$5,796  70 

Balance  of  gas  manufactur 

mg 

account, 

1,964  13 

Interest  paid, 

, 

$76  11 

Dividends  declared,     . 

. 

800  00 

Other  items. 

, 

36  09 

Balance  Jime  30,  1889, 

• 

6,848  63 

17,760  83  $7,760  83 
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ARLINGTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, f  1,000  00 

Machinery  and  manufacturing  appliances,         ....  35,000  00 

Street  mains, 34,000  00 

Cash  on  hand, 1,576  30 

Due  for  gas, ^    2,869  83 

Coal  on  hand, "...  2,246  70 

Total  assets,  as  per  books  of  the  company,        .        .        .  $76,692  83 

Liabilities. 

Capital  stock, $70,000  00 

Unpaid  dividends, 996  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $70,996  00 

Profit  and  loss  balance, 5,696  83 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 

Dividends  declared,     .... 

Construction  charged  oflf,     . 

Balance  June  30,  1889, 


$76,692  83 

Account, 

Dr. 

Cb. 

$8,535  10 
4,903  35 

$4,200  00 

3,541 

62 

5,696 

83 

' 

$13,438  45 

§13,438  45 
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ATTLEBOROUGH   GAS  LIGHT   COMPANY. 

Assets. 

Real  estate, f  12,115  88 

Machinery  and  manufacturing  appliances,        .        .        .        .  24,322  43 

Street  mains, 9,690  36 

Meters,         .        .        .      •  .        .        .        .        .        .        .        .  1,680  88 

Cash  on  hand, 603  81 

Due  for  gas, 1,449  77 

Other  accounts  due  the  company, 62  90 

Coal  on  hand, 343  00 

Coke  on  hand, ^  .  64  00 

Tar  on  hand,        .        .        • ' .  120  00 

Purifying  materials  on  hand, 4  80 

Other  materials  on  hand, 549  11 

Stoves  on  hand, ...  210  28 

Office  furniture, 131  20 

Total  assets,  as  per  books  of  the  company,        .        .        .  $51,348  42 


Liabilities. 

Capital  stock, $46,400  00 

Notes  payable, 1,500  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  f47,900  00 

Profit  and  loss  balance, 3,448  42 


$51,348  42 

Profit  and  Loss  Account. 

Dr. 

Cb. 

Balance  June  30,  1888, 

113,138  90 

Balance  of  gas  manufacturing  account, 

5,042  06 

Other  items  of  income, 

109  04 

Interest  paid, 

f222  98 

Dividends  declared,     .... 

2,784  00 

Construction  charged  off,    . 

' 

234  60 

Share  dividend,    .        .        .        . 

11,600  00 

Balance  June  80, 1889, 

3,448  42 

$18,290  00 

$18,290  00 
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BAY   STATE   GAS   COMPANY. 

Assets. 


■] 


Real  estate,  .        . 

Machinery  and  manufacturing  appliances,  ^     .         .        .         f 4,950,000  00 

Street  mains,        .... 

Works  improvements, 116  20 

Cash  on  hand, 201  12 

Due  for  gas, 1,633  00 

Gas  on  hand, 1,495  30 

Coal  on  hand, 5,166  87 

Enrichers  on  hand, 4,969  75 

Other  materia!^  on  hand, .  1,282  00 

Horses,  wagons,  etc., 790  50 

Notes  receivable, 9,000  00 

Total  assets,  as  per  books  of  the  company,         .        .         $4,974,554  74 
Profit  and  loss  balance, 43,923  38 

$5,018,478  12 
Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 4,512,000  00 

Amounts  due  from  the  company,  not  included  above,       .        .         6,478  12 

Total  liabilities,  as  per  books  of  the  company,   .        .         f5,018,478  12 
Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30,  1888, 
Balance  of  gas  manufacturing  account. 

Rents, 

Interest  paid, 

Balance  June  30,  1889, 


$30,074  36 

13,399  44 

$42  49 

492  07 

43,929  38 

$43,965  87 

$43,965  87 
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BEVERLY  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, f  23,000  00 

Machinery  and  manufacturing  appliances,         ....  8,703  53 

Sti-eet  mains, 15,442  14 

Meters, 3,446  90 

Cash  on  hand, 1,471  94 

Due  for  gas, 3,012  52 

Other  accounts  due  the  company, 1,161  48 

Coal  on  hand, 400  00 

Tar  on  hand, •  6  00 

Enrichers  on  hand, 17  50 

Other  materials  on  hand,     .        .        .        .      * .        •        •        •  108  00 

Stoves  on  hand, 171  82 

Fixtures  on  hand, 524  81 

Office  furniture, 253  67 

Electric  light  plant, 19,261  16 

Total  assets,  as  per  books  of  the  company,         .        .        .  |76,981  47 


Liabilities. 

Capital  stock,       .        .        '. f  50,000  00 

Special  stock, 11,800  00 

Notes  payable,     . 6,000  00 

Unpaid  bills, 365  13 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  f  68,165  13 

Profit  and  loss  balance, 8,816  34 


5,981  47 


Profit  and  Loss  Account. 

Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 
Balance  of  electric  light  manufacturing  account. 

Rents, 

Interest  paid, 
Dividends  declared. 
Other  items. 
Balance  June  30,  1889, 


Db. 

Ce. 

13,585  20 

7,004  02 

2,388  28 

98  50 

$925  96 

3,450  00 

13  86 

130  16 

8,816  34 

$13,206  16 

$13,206  16 
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BOSTON  GAS  LIGHT  COMPANY. 

Assets. 

Keal  estate, 

Machinery  and  inanufacturing  appliances, 

Street  mains. 

Meters, 

Cash  on  hand, 

Due  for  gas. 

Other  accounts  due  the  company 

Coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Ammoniacal  liquor  on  hand,- 

Gas  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand, 

Other  materials  on  hand,    . 

Total  assets,  as  per  books  of  the  company, 

Liabilities. 

Capital  stock, 

Unpaid  bills, 

Deposits, 

Contingent  fund, 

Amounts  due  from  the  company  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,   . 
Profit  and  loss  balance, 


$1,358,869  26 
900,000  00 
215,000  00 
5,000  00 
171,696  54 
176,857  47 
12,519  56 
123,209  76 
13,125  00 
3,074  16 
976  26 
2,097  76 
10,814  60 
1,115  60 
24,632  25 

f3,018,988  22 


12,500,000  00 
24,184  50 
15,654  54 

.     331,925  77 

11,827  35 


Profit  and  Loss  Account. 


Dr. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account. 

Interest  received. 

Other  items  of  income. 

Dividends  declared. 

Construction  charged  off. 

Depreciation, 

Other  items. 

Balance  June  30,  1889, 


$2,883,592  16 
.  135,396  06 

13,018,988  22 

Cb. 

1169,283  02 

493,151  80 

4,712  58 

1,741  99 


$267,800  00 

111,443  12 

150,000  00 

4,250  21 

135,396  06 


$668,889  39   $668,889  39 
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BROCKTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $49,000  00 

Machinery  and  manufacturing  appliances, -n 

Street  mains, S-     .        .        .        .  59,171  74 

Meters, ) 

Cash  on  hand, 2,562  56 

Coal  on  hand, 366  36 

Other  materials  on  hand,     .        .        .        .        .        .        .        .  94  13 

Stoves  on  hand, 401  91 

Total  assets,  as  per  books  of  the  company,        .        .        .  $111,595  70 

Liabilities. 

Capital  stock, $64,000  00 

Bonds  issued, 35,000  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $99,000  00 

Profit  and  loss  balance, 12,595  70 


$111,595  70 

Profit  akd  Loss  Account. 

Dr. 

Cb. 

Balance  June  30,  1888, 

fl2,702  52 

Rents, 

6,580  00 

Interest  paid, $1,987  00 

Dividends  declared, 4,480  00 

Other  items, 219  82 

Balance  June  30,  1889, 12,595  70 

$19,282  52        $19,282  52 
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BROOKLINE  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances 

Street  mains, 

Meters,         .... 

Cash  on  hand, 

Due  for  gas. 

Other  accounts  due  the  company, 

Coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand, 

Other  materials  on  hand,    . 

Horses,  wagons,  etc.,  . 

Office  furniture,  . 

Electric  plant. 


Total  assets,  as  per  books  of  the  company. 


1213,720 

38 

144,756 

75 

42,961 

35 

11,913 

30 

8,379 

29 

18,603 

86 

3,681 

68 

10,053 

75 

687 

50 

135 

00 

1,498 

50 

190 

00 

7,171 

30 

1,945 

00 

500  00 

98,134  51 

$564,332 

17 

Liabilities. 

Capital  stock $450,000  00 

Notes  payable, 83,000  00 

Unpaid  bills,        . ' 2,120  15 

Deposits, 225  00 


Total  liabilities,  as  per  books  of  the  company,  . 

$535,345  15 

Profit  and  loss  balance, 

28,987  02 

$564,332  17 

Pkofit  and  Loss  Account. 

Dr. 

Cb. 

Balance  June  30,  1888, 

$24,347  22 

Balance  of  gas  manufactui'ing  account,     . 

42,157  69 

Balance  of  electric  light  manufacturing  account, 

7,093  91 

Rents, 

222  98 

Other  items  of  income, 

1,189  09 

Interest  paid, 

$3,345  56 

Dividends  declared, 

27,000  00 

Construction  charged  off, 

15,384  54 

Other  items, 

292 

77 

Balance  June  30,  1889,        .        .        ;        .        . 

28,987 

02 

f75,009 

89 

$75,009  89 

1890.] 
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CAMBRIDGE  GAS   LIGHT  COMPANY. 

Assets. 

Real  estate, $64,767  66 

Machinery  and  manufacturing  appliances,         .        .        .,        .  664,988  68 

New  holder, 65,045  12 

Main  pipe  on  hand,      .         .         .         .         .         .         .      '  .         .  3,082  06 

Cash  on  hand, 41,746  80 

Due  for  gas, 34,663  61 

Other  accounts  due  the  company, 2,103  12 

Coal  on  hand, 8,715  80 

Coke  on  hand, .        .  540  00 

Tar  on  hand, 108  00 

Other  materials  on  hand, 1,665  50 

Lungren  lamps, '4,257  50 

Supplies  on  hand, 1,269  70 

Supply  bills,        .        .        .        .        .        .        .        .        ,        .  1,177  81 

Notes  receivable,         .        . 9,103  59 

Total  assets,  as  per  books  of  the  company,         .        .        .  $903,234  85 


Liabilities. 

Capital  stock, f  700 ,000  00 

Deposits, 1,285  00 

Unpaid  dividends, 50  00 

Amounts  due  from  the  company,  not  included  above,      .        .  124  35 


Total  liabilities,  as  per  books  of  the  company,  . 

1701,459  35 

Profit  and  loss  balance, 

201,775  50 

f903,234  85 

Profit  and  Loss  Account. 

De. 

Cr. 

Balance  June  30,  1888, 

$183,741  09 

Balance  of  gas  manufacturing  account,      . 

86,585  39 

Interest  received, 

641  90 

Rents, 

758  81 

Other  items  of  income, 

48  31 

Dividends  declared,     .        .        .  ,      ,        .        .     $70,000  00 

Balance  Jime  30,  1889, 201,775  50 

$271,775  50      $271,775  50 
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CHARLESTOWN  GAS  COMPANY. 

Assets. 

Real  estate, i 

Machinery  and  manufacturing  appliances,  ^      •        •        •        •  |ooa,dy7 

Street  mains, 3,153  16 

Casli  on  hand, 3,587  79 

Due  for  gas, 17,152  78 

Other  accounts  due  the  company,      ' 3,156  60 

Coal  on  hand, 2,144  47 

Eni'ichers  on  hand, 138  04 

Investments, 24,211  25 

Total  assets,  as  per  books  of  the  company,         .        .        .  $591,941  23 

Liabilities. 

Capital  stock, $500,000  00 

Notes  payable, 5,000  00 

Unpaid  bills, 1,970  60 

Deposits, 514  50 

Reserved  fund, 37,438  34 

Suspense  account, 501  63 


Total  liabilities,  as  per  books  of  the  company,  .        .         .   $545,425  07 
Profit  and  loss  balance,       , 46,516  16 


Profit  and  Loss  Account. 
* 

Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 

Balance  of  electric  light  manufacturing  account, 

Rents,  .... 

Other  items  of  income, 

Interest  paid. 

Dividends  declared. 

Depreciation, 

Balance  Jime  30,  1889, 


$591,941  23 

NT. 

Dk. 

Cb. 

$39,381  10 

52,011  84 

7,863  80 

240  00 

344  06 

$1,126  86 

50,000  00 

2,197  78 

46,516  16 

$99,840  80 

$99,840  80 

1890.] 
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CHELSEA  GAS  LIGHT   COMPANY. 

Assets 

Eeal  estate, $161,822  79 

Machinery  and  manufacturing  appliances,  ^ 

Street  mains, >     .        .        .    ^    . .    150,000  00 

Meters, ) 

Gash  on  hand, 26,819  66 

Due  for  gas, 

Other  accounts  due  the  company,       .        .        . 

Coal  on  hand, 

Stoves  on  hand,   .        .        . 

Investments  (loan  to  electric  account,)       .        .        .        . 

Total  assets,  as  per  books  of  the  company. 


Capital  stock. 
Notes  payable. 
Deposits, 


Liabilities. 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


9,549  84 

384  50 

1,123  35 

395  76 

26,271  88 

$376,367  78 

1300,000  00 

30,000  00 

890  00 

1330,890  00 
45,477  78 


Profit  and  Loss  Account 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  light  manufacturing  account 

Rents,  .... 

Other  items  of  income, 

Interest  paid. 

Dividends  declared,     . 

Other  items, 

Balance  June  30, 1889, 


#376,367  78 

Dr. 

Cb. 

$38,642  91 

24,942  67 

1,038  41 

200  00 

704  33 

fl,310 

32 

18,000 

00 

740 

22 

45,477 

78 

),528  32 


),628  32 
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CHICOPEE  GAS  WORKS. 

Assets. 
Real  estate,  ..'.....> 

Machinery  and  manufacturing  appliances,  I  »oa  aaa  aa 

Street  mains,      ^ f 

Meters, j 

Cash  on  hand, 356  50 

Due  for  gas, 31  61 

Other  accounts  due  the  company, 78  75 

Coal  on  hand, 650  00 

Coke  on  hand, 45  00 

Enriohers  on  hand, 12  50 

Purifying  materials  on  hand, 60  00 

Notes  receivable, 18,380  00 

Investments, 10,000  00 

Total  assets,  as  per  books  of  the  company,        .        .        .  $69,514  36 

Liabilities. 

Capital  stock, $30,000  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $30,000  00 

Profit  and  loss  balance, 29,514  36 


159,514  36 

Profit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30, 1888 

$36,269  90 

Balance  of  gas  manufacturing  account,     . 

1,034  29 

Interest  received, 

830  24 

Dividends  declared, 

.       |3,600  00 

Construction  charged  ofi:',    .... 

5,620  07 

Balance  June  30,  1889,        .... 

29,514  36 

5,134  43        $38,134  43 
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CITIZENS'   GAS   LIGHT   COMPANY   OF   QUINCY. 

Assets. 


Real  estate,  , 

f9,500  00 

Machinery  and  manufacturing  appliances, 

8,500  00 

Street  mains,        ...... 

10,000  00 

Meters, 

500  00 

Cash  on  hand, 

312  62 

Due  for  gas, 

837  80 

Coal  on  hand. 

2,719  60 

Coke  on  hand. 

45  00 

Tar  on  hand, 

45  00 

Enrichers  on  hand. 

40  00 

Purifying  materials  on  hand, 

50  00 

Other  materials  on  hand,     . 

25  00 

Stoves  on  hand,    .        .        . 

350  00 

Fixtures  on  hand. 

750  00 

Horses,  wagons,  etc.,   . 

150  00 

Office  furniture,  . 

100  00 

Total  assets,  as  per  books  of  the  company. 

133,925  02 

Profit  and  loss  balance,       ...... 

12,330  04 

$46,255  06 

Liabilities. 

Capital  stock, '  .        .     $33,000  00 

Notes  payable, 12,500  00 

Unpaid  bills. 

755  06 

Total  liabilities,  as  per  books  of  the  coraiDany, 


5,255  06 


Profit  and  Loss  Account. 


Balance  June  80,  1888, 

Balance  of  gas  manufacturing  account 

Rents,  .... 

Other  items  of  income. 

Interest  paid. 

Dividends  declared. 

Depreciation, 

Balance  June  30,  1889, 


Dr. 


$650  00 

1,980  00 

16,467  86 


Cb. 

1839  34 

3,443  18 

144  00 

2,341  30 


12,330  04 


119,097  86        $19,097  86 
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CITIZENS'  GAS  LIGHT  COMPANY  (WAKEFIELD). 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Cash  on  hand. 

Due  for  gas, 

Coal  on  hand, 

Coke  on  hand. 

Tar  on  hand. 

Purifying  materials  on  hand, 

Total  assets,  as  per  books  of  the  company. 


$95,300  00 

3,463  51 

2,757  47 

53  00 

75  00 

276  00 

17  04 

.   1101,942  02 


Liabilities. 

Capital  stock $95,300  00 

Unpaid  dividends, 253  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $95,553  00 

Profit  and  loss  balance, •  6,389  02 

$101,942  02 

Profit  and  Loss  Account. 

De.  Ck. 

Balance  June  30,  1888 $7,779  05 

Balance  of  gas  manufacturing  account,      .        .  515  97 

Dividends  declared, $1,906  00 

Balance  June  30,  1889,        .....         6,389  02 

$8,295  02  $8,295  02 


1890.] 
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CLINTON  GAS  LIGHT  COMPANY, 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Cash  on  hand, 

Coal  on  hand. 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand, 

Other  materials  on  hand,    . 

Office  furniture,  . 

Electric  light  plant,     . 

Total  assets,  as  per  books  of  the  company, 


.  127,000  00 

9,000  00 

600  00 

902  86 

2,364  23 

170  00 

50  00 

18  00 

100  00 

685  69 

200  00 

14,630  00 

.  155,620  78 

Liabilities. 

Capital  stock, . 

Notes  payable,     ....... 

Profit  and  loss,  electric  light,      .... 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


135,000  00 

15,000  00 

347  07 


50,347  07 
5,273  71 


)o,620  78 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 
Balance  of  gas  manufacturing  account, 
Interest  paid,       .        .        .        . 
Dividends  declared,     .... 

Depreciation, 

Balance  June  30,  1889, 


Dk. 

Cr. 

$7,192  42 

1,053  57 

$30  75 

1,050  00 

1,891  53 

5.273  71 

18,245  99 


,245  99 


132 


GAS   COMMISSIONERS. 


[Jan. 


DANVERS  GAS  LIGHT  COMPANY. 


Real  estate,  . 

Assets. 

^ 

Maehlneiy  and  manufacturing  appliances,  S     . 
Street  mains, ) 

.      $20,495  50 

Meters, 
Cash  on  hand. 
Due  for  gas. 
Coal  on  hand. 
Tar  on  hand. 

204  23 

11  67 

266  04 

887  76 

36  00 

Stoves  on  hand. 

44  80 

Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 

.     121,946  00 
800  79 

122,746  79 
Liabilities, 

Capital  stock, $20,000  00 

Notes  payable, 2,000  00 

Unpaid  bills, 746  79 

Total  liabilities,  as  per  books  of  the  comj)any,   .        .        .     |22,746  79 


Profit  and  Loss  Account. 


De. 

Cb. 

Balance  June  30,  1888,        .... 

l|l,168  06 

Balance  of  gas  manufacturing  account, 

$450  80 

Other  items  of  income,        .... 

64  05 

Interest  paid, 

147  58 

Balance  June  30,  1889,        .... 

800  79 

$1,315  64 


1,315  64 
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DEDHAM  AND   HYDE   PARK  GAS   AND   ELECTRIC   LIGHT 
COMPANY. 


Assets. 
Real  estate, .        .        .        .        . 
Machinery  and  manufacturing  apjpliances, 

Street  mains, 

Meters,         .      ' 

Cash  on  hand,      ...... 

Due  for  gas, 

Other  accounts  due  the  company. 

Coal  on  hand,       ...... 

Coke  on  hand, 

Tar  on  hand,        ...... 

Enrichers  on  hand, 

Other  materials  on,  hand,    .... 
Stoves  on  hand,   .  n 

Fixtures  on  hand  v 

Gas  engine,  . ) 

Horses,  wagons,  etc., 

Office  furniture, 


Total  assets,  as  jier  books  of  the  company, 
Profit  and  loss  balance, 


Liabilities. 


Capital  stock, 
Notes  payable. 
Unpaid  bills. 


$8,009  05 

12,863  72 

20,212  01 

1,492  51 

1,617  83 

1,006  89 

162  09 

569  77 

66  80 

164  40 

4  00 

50  00 

2,101  22 

340  00 
161  50 

$48,821  79 
60,641  30 

1109,463  09 

$100,000  00 

9,000  00 

463  09 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 

Rents, 

Other  items  of  income. 

Interest  paid. 

Dividends  declared,     . 

Construction  charged  off,    . 

Depreciation, 

Other  items. 

Balance  June  30,  1889, 


,  .     . 

1109,463  09 

NT. 

Dr. 

Cb. 

$61,757  77 

|5,129  61 

84  00 

39  22 

467  79 

2,500  00 

671  28 

101  53 

395  76 

60,641  30 

),894  13 


),894  13 
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DORCHESTER  GAS  LIGHT  COMPANY. 


Assets. 


Real  estate,  .    '     . 

^ 

Machinery  and  manufacturing  appliances,  S     . 

1464,090  40 

Street  mains, ) 

Meters, 

6,346  11 

Cash  on  hand,      .... 

50,632  67 

Due  for  gas,         .... 

13,334  56 

Other  accounts  due  the  company. 

900  02 

Coal  on  hand,       .... 

7,796  18 

Coke  on  hand,      .... 

, 

93  61 

Enrichers  on  hand, 

697  52 

Purifying  materials  on  hand, 

344  00 

Other  materials  on  hand,     . 

5,528  07 

Lungi-en  lamps  on  hand,     . 

149  38 

Total  assets,  as  per  books  of  the  company. 

$549,912  62 

Liabilities. 

Capital  stock, 

$400,000  00 

Deposits, 

80  00 

Amounts  due  from  the  company,  not  included  above, 

2,169  50 

Total  liabilities,  as  per  books  of  the  company,  . 

$402,249  50 

Profit  and  loss  balance,       .        .        .        .        . 

147,663  02 

$549,912  52 

Profit  and  Loss  Account. 

Db 

Cb. 

Balance  June  30,  1888, 

$135,446  82 

Balance  of  gas  manufacturing  account. 

45,230  63 

Interest  received,         .... 

1,891  39 

Rents, 

242  00 

Other  items  of  income. 

852  18 

Dividends  declared,     . 

f36,00C 

00 

Balance  June  30, 1889, 

147,66S 

02 

$1S 

3,66S 

02 

$183,663  02 
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EAST  BOSTON  GAS  COMPANY. 

Assets. 

Real  estate, > 

>                     '  $225  Oil   74 

Machinery  and  manufacturing  appliances,  ^      '        '        '        '  ""^^^'^^^ 

Cash  on  hand, .  18,769  75 

Due  for  gas, 5,300  35 

Other  accounts  due  the  company, 32  14 

Coal  on  hand, 3,865  43 

Purifying  materials  on  hand,      .        .        .        .        .        .        .  150  65 

Other  materials  on  hand, 2,058  19 

Investments, 36,000  00 

Total  assets,  as  per  books  of  the  company,        .-        .        .  f291,188  25 

Liabilities. 

Capital  stock, .  f  220,000  00 

Unpaid  dividends, 11,000  00 

Tot:il  liabilities,  as  per  books  of  the  company,  .        .        .  $231,000  00 

Profit  and  loss  balance, 60,188  25 


f291,188  25 

Profit  and  Loss  Account. 

Db. 

Cr. 

Balance  June  30,  1888,        .... 

$58,351  27 

Balance  of  gas  manufacturing  account,     . 

21,698  21 

Interest  account, 

2,323  62 

Other  items  of  income,       .... 

75  15 

Dividends  declared,     .        .        .        . 

.     $22,000  00 

Other  items,         .        .        .        ... 

260  00 

Balance  June  30,  1889,        .... 

60,188  25 

,448  25 


2,448  25 
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EASTHAMPTON  GAS   COMPANY. 

Assets, 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains. 

Meters, 

Cash  on  hand, 

Due  for  gas. 

Coal  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand. 

Other  materials  on  hand,     . 

Notes  receivable. 


Total  assets,  as  per  books  of  the  company, 


$9,500  00 

10,500 

00 

8,000 

00 

500 

00 

443 

93 

561 

13 

508 

25 

75 

00 

53 

50 

6 

00 

68  40 

4,500  00 

t,716  21 


Liabilities. 

Capital  stock, '  .        .  f30,000  00 

Unpaid  bills, 405  76 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $30,405  76 

Profit  and  loss  balance,        .        .        .        .       '.         .        .        .  4,310  45 


Profit  and  Loss  Account. 


t,716  21 


Db. 

Cb. 

Balance  June  30,  1888,        .... 

$4,397  24 

Balance  of  gas  manufacturing  account, 

2,485  16 

Interest  received, 

160  13 

Rents, 

50  00 

Dividends  declared 

$2,700  00 

Other  items, 

82  08 

Balance  June  30,  1889,        .... 

4,310  45 

f7,092  53  $7,092  53 


1890.] 
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FALL   RIVER   GAS  WORKS  COMPANY. 


Assets. 
Real  estatfe, ....... 

Maehineiy  and  manufacturing  appliances, 
Extension  of  works,     . 
Street  mains. 
Extension  of  mains,    . 
Meters,         .... 

New  services, 

Cash  on  hand, 

Due  for  gas, 

Other  accounts  due  the  company, 

Coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand. 

Gas  on  hand. 

Stoves  on  hand,    . 

Fixtures  on  hand,  burners, . 

Tool  wagons. 

Office  furniture, 

Tools, 

Improvements  to  repair  shop,  and  additions. 

Total  assets,  as  per  books  of  the  company, 


Liabilities. 


Capital  stock, 
Unpaid  bills, 
Deposits, 


$135,169 

97 

35,000  00 

29,809 

05 

75,000 

00 

9,184 

81 

16,475 

83 

4,670 

73 

3,327 

35 

3,486 

71 

2,743 

92 

3,821 

81 

77 

00 

547 

97 

393 

46 

409 

92 

94  85 

1,248 

47 

1,080 

38 

86 

4^ 

403 

96 

568  77 

2,101 

58 

$325,652  94 

$288,000 

00 

5,349 

07 

153  00 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  30, 

Balance  of  gas  manufacturing  account. 

Interest  received. 

Rents,  .... 

Other  items  of  income. 

Dividends  declared. 

Other  items. 

Balance  June  30,  1889, 


$293,502  07 
32,150  87 

$325,652  94 


Dp.. 

Cr. 

$29,308  77 

27,884  83 

92  55 

770  37 

25  55 

$25,920  00 

11  20 

32,150  87 

^,082  07        $58,082  07 
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GAS   COMMISSIONERS. 


[Jan. 


FITCHBURG   GAS   COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains. 

Meters, 

Cash  on  hand, 

Due  for  gas, 

Other  accounts  due  the  company, 

Coal  on  hand, 

Enrichers  on  hand. 

Stoves  on  hand,  . 

Fixtures  on  hand. 

Notes  receivable. 

Water  works, 

Total  assets,  as  per  books  of  the  company, 
Liabilities. 


$8,500  00 

17,659  87 

10,268  83 

5,000  00 

2,964  87 

2,390  60 

1,591  61 

762  20 

189  00 

130  00 

147  35 

12,685  00 

8,184  24 

^70,473  57 


Capital  stock, 

$60,000  00 

Total  liabilities,  as  per  books  of  the  company,  . 

$60,000  00 

Profit  and  loss  balance, 

10,473  57 

$70,473  57 

Profit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1888, 

$6,061  57 

Balance  of  gas  manufacturing  account. 

9,031  92 

Interest  received, 

413  00 

Rents,  ......... 

962  07 

Other  items  of  income,        ..... 

5  01 

Dividends  declared, $6,000  00 

Balance  Jmie  30,  1889 10,473  57 

$16,473  57 

$16,473  57 

1890.J 
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GARDNER  GAS  COMPANY. 

Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains. 

Meters,         .... 

Cash  on  hand. 

Due  for  gas, 

Fuel  on  hand, 

Enrichers'on  hand. 

Stoves  on  hand,   . 

Fixtures  on  hand. 

Horses,  wagons,  etc.,  . 

OflS.ce  furniture,  . 


Total  assets,  as  per  books  of  the  company. 


$8,500  00 

7,500 

00 

28,175 

00 

1,150 

00 

87 

23 

517 

75 

28 

00 

334  57 

10 

00 

350  00 

475 

00 

100  00 

\227  55 


Liabilities. 

Capital  stock $30,000  00 

Bonds  issued, 12,50000 

Unpaid  bills, 1,427  36 

Total  liabilities,  as  per  books  of  the  company,  .        .        .     $43,927  36 
Profit  and  loss  balance, ,      3,300  19 


,227  55 
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GAS   COMMISSIONERS. 


[Jan. 


GLOUCESTER  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Cash  on  hand, 

Due  for  gas, 

Other  accounts  due  the  company 

Coal  on  hand, 

Coke  on  hand, 

Tar  on  hand. 

Purifying  matei'ials  on  hand, 

Other  materials  on  hand,     . 

Stoves  on  hand,    . 

Fixtures  on  hand. 

Office  furniture,  . 

Notes  receivable. 

Investments, 


Total  assets,  as  per  books  of  the  company, 


$67,450  00 

3,578  73 

3,188  54 

■  1,983  88 

1,989  00 

64  60 

250  00 

90  00 

515  00 

150  00 

500  00 

150  00 

153  80 

13,300  00 

5,363  55 


Liabilities. 

Capital  stock, $62,300  00 


Total  liabilities,  as  per  books  of  the  company,  . 
Profit  and  loss  balance, 


$62,300  00 
31,063  55 


Profit  and  Loss  Account 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account. 

Interest  received. 

Rents, 

Other  items  of  income. 
Dividends  declared. 
Depreciation, 
Balance  June  30,  1889, 


$93,363  55 

De. 

Cr. 

$26,082  34 

9,183  16 

843  69 

2,328  04 

927  09 

17,476  00 

824  67 

31,063  55 

$39,364  22 

$39,364  22 

1890.] 
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GREENFIELD   GAS   LIGHT   COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances 
Street  mains. 

Meters,         .... 
Cash  on  hand. 
Due  for  gas, 

Other  accounts  due  the  company- 
Coal  on  hand. 
Coke  on  hand,      .         . 
Tar  on  hand. 

Purifying  materials  on  hand, 
Other  materials  on  hand,     . 
Fixtures  on  hand. 

Total  assets,  as  per  books  of  the  company. 
Profit  and  loss  balance,       .        .        .        .        . 


Liabilities. 

Capital  stock, 

Notes  payable, 

Unpaid  bills, 

Amounts  due  from  the  company,  not  included  above, 


Total  liabilities,  as  per  books  of  the  company,  . 


$44,536 

61 

4,199 

04 

1,353 

48 

23 

02 

579 

55 

33 

91 

201 

46 

11 

20 

62 

50 

122 

10 

48 

50 

127 

38 

151,298  75 
1,574  22 

$52,872  97 

$50,000  00 

1,200  00 

463  16 

1,209  81 

$52,872  97 


Pkofit  and  Loss  Account. 


Balance  June  30,  1888, 
Balance  of  gas  manufacturing  account, 
Interest  paid,        ..... 
Dividends  declared,     .        .         .        . 
Other  items,         ..... 
Balance  June  30,  1889, 


Dr. 

$913  25 

42  71 

2,040  00 

1  96 


Ck. 
51,423  70 

1,574  22 


>,997  92         $2,997  92 
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GAS   COMMISSIONERS. 


[Jan. 


'HAVERHILL  GAS  LIGHT  COMPANY. 


Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances 

Street  mains, 

Meters, 

Cash  on  hand. 

Due  for  gas, 

Other  accounts  due  the  company. 

Coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Lungren  lamps  on  hand, 

Investments, 

Total  assets,  as  per  books  of  the  companj^, 
Liabilities, 


Capital  stock,       .        .        .        . 

Notes  payable, 

Unpaid  bills 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$120,705 

27 

10,231 

27 

3,072 

30 

2,420  05 

4,922 

83 

785 

32 

2,379 

87 

410 

56 

1,330 

00 

40 

97 

360 

00 

2,693 

80 

18,400  00 

fl67,752 

24 

$75,000 

00 

37,500  00 

3,918 

95 

$116,418  95 
51,333  29 


,752  24 


Profit  and  Loss  Account. 


Dr. 

Cb. 

Balance  June  30, 1888, 

$35,638  43 

Balance  of  gas  manufacturing 

account, 

25,038  24 

Rents, 

528  00 

Interest  paid, 

$2,371  38 

Dividends  declared,     . 

7,500  00 

Balance  June  30,  1889, 

• 

51,333  29 

$61,204  67 

$61,204  67 

1890.] 
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IPSWICH   GAS  LIGHT   COMPANY. 


Assets. 
Real  estate,  . 
Machinery  and  manufacturing  appliances, 
Street  mains. 
Meters, 
Cash  on  hand. 
Due  for  gas. 
Coal  on  hand, 


Total  assets,  as  per  books  of  the  companj^ 
Profit  and  loss  balance, 


$3,400  00 

2,000  00 

5,200  00 

1,800  00 

339  18 

334  67 

70  00 

f  13,143  85 
13,925  20 

f27,069  05 


Liabilities. 

Capital  stock. 

Bonds  issued, 

Notes  payable. 

Unpaid  bills. 

Interest  due,  but  not  paid, 

Total  liabilities,  as  pev  books  of  the  company. 


fl6,000  00 

7,700  00 

1,483  43 

1,643  62 

242  00 

$27,069  05 
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GAS   COMMISSIONERS. 


[Jan. 


JAMAICA   PLAIN  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  aijpliances, 
Street  mains, 


Meters,         .... 

Cash  on  hand. 

Other  accounts  due  the  company 

Coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand. 

Other  materials  on  hand,     . 

Total  assets,  as  per  books  of  the  company. 


$265,420 

25 

9,238 

74 

1,075 

00 

3,076 

69 

1,500  00 

75 

00 

234  00 

3,728 

36 

$284,348  04 


Liabilities. 


Capital  stock. 
Notes  payable. 
Deposits, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance,        .        .         .         .  ,      . 


f200,000  00 

32,500  00 

158  00 

1232,658  00 
51,690  04 


f284,348  04 

Profit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1888, 

$45,283  13 

Balance  of  gas  manufacturing  account. 

23,216  13 

Other  items  of  income, 

1,931  60 

Interest  paid. 

$2,162  74 

Dividends  declared,     . 

16,000  00 

Other  items. 

578  08 

Balance  June  30,  1889, 

51,690  04 

$70,430  86 

$70,430  86 

1890.] 
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LAWRENCE   GAS   COMPANY. 

Assets. 

Real  estate, ") 

Machinery  and  manufacturing  appliances,  ! 
Street  mains. 


Meters, j 

Construction  account,  new  work 

Cash  on  hand. 

Due  for  gas. 

Other  accounts  due  the  company 

Coal  on  hand. 

Coke  on  hand. 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand, 

Other  materials  on  hand,     . 

Stoves  on  hand,    . 

Fixtures  on  hand, 

Gas  on  hand, 

Aqua  ammonia  on  hand, 

Electric  construction,  . 

Electric  supplies. 

Total  assets,  as  per  books  of  the  company. 


$400,000  00 

35,991  72 

15,025  00 

8,025  39 

729  59 

11,135  14 

1,490  00 

2,150  00 

291  78 

769  00 

8,629  07 

439  28 

6,744  04 

872  60 

1,860  21 

51,543  35 

1,953  12 

$547,149  29 


Liabilities. 

Capital  stock ."       .  $475,000  00 

Notes  payable,     ..........  15,000  00 

Deposits,      . .        .  24  00 

Reserved  fvmd,  premium  new  stock,  .        .        .        .        .        .  21,600  00 

Total  liabilities,  as  per  books  of  the  company,  .         .        .  $511,624  00 

Profit  and  loss  balance, 35,525  29 


1547,149  29 

Profit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1888, 

$34,814  61 

Balance  of  gas  manufacturing  account, 

32,694  08 

Balance  of  electric  light  manufacturing  account, 

3,717  75 

Rents, 

968  46 

Other  items  of  income, 

568  95 

Interest  paid,       .......       f  2,778  42 

Dividends  declared, 34,000  00 

Other  items,         . 460  14 

Balance  June  30,  1889, 35,525  29 

f72,763  85 

$7,276  385 
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[Jan. 


LEOMINSTER  GAS  LIGHT  COMPANY. 

Assets. 


Real  estate, . 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters,         .  ..... 

Cash  on  hand, 

Due  for  gas, 

Other  accounts  due  the  company, 

Enrichers  on  hand, 

Meter  rent  due,    .        .        . '      . 


^,054  47 


Total  assets,  as  per  books  of  the  company, 


1,945  53 

1,734  34 

382  35 

8  36 

112  00 

22  00 

$52,259  05 

Liabilities. 


Capital  stock. 
Unpaid  bills. 
Unpaid  dividends. 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$50,000  00 

49  10 

1,000  00 

$51,049  10 
1,209  95 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 

Rents,  .... 

Other  items  of  income, 

Dividends  declared,     . 

Construction  charged  off, 

Other  items, 

Balance  June  30, 1889, 


$52,259  05 

Db. 

Cb. 

$702  31 

2,843  90 

19  50 

11  90 

$2,250  00 

68  56 

49  10 

1,209  95 

5,577  61 


5,577  61 


1890.] 
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LEXINGTON   GAS  LIGHT  COMPANY. 


Assets. 


Real  estate, 

Machinery  and  manufactuiing  appliances 
Street  mains,        .... 

Meters, 

Cash  on  hand,      .        . 

Due  for  gas,         .... 

Other  accounts  due  the  company, 

Tar  on  hand,        .... 

Enrichers  on  hand. 

Notes  receivable, 


Total  assets,  as  per  books  of  the  company. 


$1,514 

95 

21,623  73 

6,625 

44 

554  01 

382 

94 

707 

15 

3 

00 

11 

00 

32 

75 

546 

00 

131,900  97 


Liabilities. 
Capital  stock. 
Notes  payable,     . 
Unpaid  bills. 

Interest  due,  but  not  paid, 
Depreciation  fund, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,       ..... 


$20,000  00 

1,672  30 

221  87 

23  61 

152  82 

$22,070  60 

9,830  37 


$31,900  97 

Profit  and  Loss  Account. 

Dr. 

Ce. 

Balance  June  30, 1888, 

$8,712  64 

Balance  of  gas  manufacturing  account. 

1,396  60 

Interest  received, 

4  95 

Rents,  .... 

10  00 

Interest  paid. 

$141  00 

Depreciation  fund. 

152  82 

Balance  June  30,  1889, 

.        .        .        .          9,830  37 

),124  19 


,124  19 
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GAS   COMMISSIONERS. 


[Jan. 


LOWELL  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, >v 

Machinery  and  manufacturing  appliances,  ' 


Street  mains. 

Meters,         .... 

Cash  on  hand, 

Coal  on  hand, 

Coke  on  hand. 

Purifying  materials  on  hand. 

Stoves  on  hand,    . 

Investments, 


Total  assets,  as  per  books  of  the  company, 


$425,000  00 

3,458  67 

12,775  46 

420  00 

225  00 

10,000  00 

75,000  00 

,879  13 


Liabilities. 


v^upitiii  stuujt^,        ....... 

#uuu,uuu  uu 

Total  liabilities,  as  per  books  of  the  company. 

$500,000  00 

Profit  and  loss  balance, 

' 

• 

26,879  13 

$526,879  13 

Profit  and  Loss  Account 

Db. 

Cb. 

Balance  June  30,  1888, 

$24,957  01 

Balance  of  gas  manufacturing  account, 

70,374  00 

Rents, 

2,330  96 

Interest  paid, 

$1,.597  78 

Dividends  declared,     .        .         .        . 

60,000  00 

Construction  charged  off,    .... 

7,861 

55 

Depreciation, 

1,323 

51 

Balance  June  80,  1889,        .... 

26,879 

13 

^661  97     $97,661  97 


1890.] 
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LYNN  GAS  AND  ELECTRIC  COMPANY. 

Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains. 

Electric  assets,     .... 

Cash  on  hand,      .        . 

Due  for  gas,         .... 

Other  accounts  due  the  company, 

Coal  on  hand,      .... 

Other  materials  on  hand,     . 

Stoves  on  hand,    .... 


Total  assets,  as  per  books  of  the  company. 


$180,000  00 
120,000  00 

113,552  01 

124  51 

16,442  37 

698  15 

4,506  14 

58  78 

48  68 

1435,430  64 


Liabilities. 

Capital  stock,       .  ' $375,000  00 

Unpaid  bills, 2,477  62 

Deposits, 54  27 


Total  liabilities,  as  j)er  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  light  manufacturing  account 
Interest  received. 

Rents, 

Other  items  of  income. 
Balance,  electric  account,    . 
Dividends  declared, 
Depreciation,  electric  plant, 
Other  items. 
Balance  June  30,  1889, 


1377,531  89 
57,898  75 


1435,430  64 

r. 

Db. 

Cr. 

f52,778  58 

36,152  94 

14,129  98 

139  96 

1,888  29 

500  00 

21,511  57 

$22,125 

00 

46,577 

57 

500 

00 

67,898  75 

$127,101  32    $127,101  32 
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GAS   COMMISSIONERS. 


[Jan. 


MALDEN  AND  MELROSE  GAS  LIGHT  COMPANY. 


Assets. 


Keal  estate, 'n 

Machinery  and  manufacturing  appliances,  > 
Street  mains,        .        .        .       ,.        .        •) 


$239,629  00 


Meters, .        •        .         2,947  50 

Cash  on  hand, 19,264  20 

Due  for  gas, 

Other  accounts  due  the  company. 

Coal  on  hand, • 

Coke  on  hand, 

Tar  on  hand, 

Fixtures  on  hand, 

Pipes, 

Oil  ban-els, 


Total  assets,  as  per  books  of  the  company, 


10,666  00 

1,973  64 

3,844  27 

275  00 

345  00 

4,060  78 

66  74 

11  00 

,872  13 


Liabilities. 


Capital  stock. 
Deposits, 
Unpaid  dividends. 
Contingent  fund, . 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$220,000  00 

6  00 

922  50 

12,625  00 

$233,552  50 
49,319  63 

,872  13 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account. 

Rents, 

Other  items  of  income, 

Interest  paid. 

Dividends  declared,     , 

Construction  charged  off,     . 

Other  items, 

Balance  June  30,  1889, 


Dk. 

Cb. 

140,630  69 

27,760  46 

189  60 

1,374  93 

$4,770  60 

10,200  00 

4,686  70 

878  64 

49,319  63 

),865  47 


),855  47 
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MANUFACTUEERS'  GAS  LIGHT  COMPANY  (FALL  RIVER). 

Assets. 

Real  estate,  ......        .\ 

Machinery  and  manufacturing  appliances,  [  ©^q  qq.  oq 

Street  mains, •                       •        «  '        • 

Meters, J 

Cash  on  hand, 2,301  60 

Due  for  gas, .  256  67 

Coal  on  hand, 240  00 

Coke  on  hand, 105  00 

Enrichers  on  hand, 50  00 

Stoves  and  lamps  on  hand, 107  85 

Total  assets,  as  per  books  of  the  company,        .        .        .  f  52,866  11 

Liabilities. 

Capital  stock ,  $50,000  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $50,000  00 

Profit  and  loss  balance,       .        . 2,866  11 

152,866  11 
Profit  and  Loss  Account. 

Dk.  Cr. 

Balance  June  30,  1888, f  1,809  35 

Balance  of  gas  manufacturing  account,      .        .  5,967  01 

Rents, 120  00 

Interest  paid, $30  25 

Dividends  declared,     .        .        .        ...         5,000  00 

Balance  June  30,  1889, 2,866  11 

$7,896  36  $7,896  36 
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GAS   COMMISSIONERS. 


[Jan. 


MAEBLEHEAD  GAS  AND  ELECTRIC  LIGHT   COMPANY. 

Assets. 

Real  estate, $6,621  65 

Machinery  and  manufacturing  appliances,  )  q ,  opy  yr 

Sktreet  mains, ^      .        .        .        • 

Meters, 1,607  25 

Cash  on  hand, 354  14 

Due  for  gas, 365  02 

Other  accounts  due  the  company, 86  28 

Coal  on  hand, 39  00 

Other  materials  on  hand, 164  55 

Stoves  on  hand, .  50  00 

Office  furniture, 200  00 

Investments, 106  25 

Total  assets,  as  per  books  of  the  company,         .        .        .  $32,861  74 

Profit  and  loss  balance, .        .  10,138  26 

$43,000  00 

Liabilities. 

Capital  stock, $40,000  00 

Notes  payable, '     .        .        .        .  3,000  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $43,000  00 


Profit  and  Loss 

Account. 

Dr. 

Ce. 

Balance  June  30,  1888, 

$11,302  87 

Balance  of  gas  manufacturing  account. 

$1,923  53 

Interest  received. 

2  50 

Rents,  .... 

250  62 

Other  items  of  income. 

148  41 

Interest  paid. 

160  45 

Dividends  declared,     . 

1,000  00 

Balance  June  30,  1889, 

10,138  26 

12,463  32        $12,463  32 
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MARLBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $5,590  00 

Machinery  and  manufacturing  appliances,        ....  53,670  51 

Street  mains, 7,411  80 

Meters, 1,124  00 

Cash  on  hand, 2,468  57 

Due  for  g-as 1,292  78 

Other  accounts  due  the  company, 161  58 

Coal  on  hand,      .        . 1,189  45 

Tar  on  hand, 96  25 

Purifying  materials  on  hand, 36  00 

Other  materials  on  hand, 33  54 

Stoves  and  fixtures  on  hand, 491  42 

Total  assets,  as  per  books  of  the  company,        .        .        .  $73,402  90 

Liabilities. 

Capital  stock, .  |50,000  00 

Notes  payable, 370  15 

Unpaid  bills, 1,430  61 


Total  liabilities,  as  per  books  of  the  comjjany,   .        .        .     $51,800  76 
Profit  and  loss  balance, 21,602  14 


$78,402  90 

Profit  and  Loss  Account. 

Dk. 

Or.   - 

Balance  June  30,  1888,        .... 

$19,230  05 

Balance  of  gas  manufacturing  account, 

2,590  17 

Other  items  of  income,        .... 

22  05 

Interest  paid, 

$6 

74 

Other  items, 

233 

39 

Balance  June  30,  1889,        .... 

21,602 

14 
27 

$21,842 

$21,842  27 
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MIDDLEBOROUGH  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate, "j  - 

Machinery  and  manufacturing  appliances,  I  ^oq  okq  94 

Street  mains, .  [ 

Meters, .) 

Due  for  gas, 218  30 

Coal  on  hand, 200  00 

Fuel  on  hand, 13  GO 

Enrichers  on  hand, 60  00 

Fixtures  and  tools  on  hand, 60  00 

Total  assets,  as  per  books  of  the  company,        .        .        .  f 30,881  54 

Liabilities. 

Capital  stock, $30,000  00 

Notes  payable, 816  63 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $30,816  63 

Profit  and  loss  balance, 64  91 


530,881  64 
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MILFORD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $3,450  00 

Machinery  and  manufacturing  appliances,         .        .        .        .  60,152  00 

Street  mains, .  30,382  01 

Meters, 6,500  00 

Cash  on  hand, 9,08268 

Due  for  gas,         .        .        .        .        .        .        .        .        .        .  1,094  29 

Other  accounts  due  the  company,        .        .        .        .        .        .  284  16 

Coal  on  hand,       ..........  4,163  40 

Lamps  on  hand, 2,995  39 

Tar  on  hand, 309  00 

Other  materials  on  hand, 506  93 

Office  furniture, 50  00 

Construction,        .        .        ...        .        .        .        .        .  298  08 

Investments, 5,300  00 

Total  assets,  as  per  books  of  the  company,         .        .        .  $123,567  94 

Liabilities. 

Capital  stock,       .        .        . $80,000  00 

Unpaid  dividends,        .        .        .        .        .        .        .        .        .  4,000  00 

Reserved  fund, .  4,700  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  f  89 ,300  00 

Profit  and  loss  balance, 34,867  94 


$123,567  94 

Profit  and  Loss  Account. 

Dk. 

Cr. 

Balance  June  30,  1888, 

. 

f29,140  31 

Balance  of  gas  manufacturing  account,      .        . 

7,543  63 

Interest  received. 

... 

376  00 

Other  items  of  income. 

.... 

4,701 

Dividends  declared,     . 

$6,892  00 

Balance  June  30, 1889, 

34,867  94 

$41,759  94 

$41,759  94 
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MILLER'S  RIVER  GAS  LIGHT  COMPANY   (ATHOL). 

Assets. 

Real  estate, "j 

Machinery  and  manufacturino:  appliances,  !  ^./.o  ^/?n  ca 

c,,       ,       I                                 °    ^^             '  y     .        .        .        .  $62,462  54 

Street  mams, ! 

Meters, J 

Cash  on  hand, .        .        .  85  53 

Due  for  gas, 826  44 

Other  accounts  due  the  company, 60  34 

Coal  on  hand, 110  00 

Enrichers  on  hand, 14  00 

Other  materials  on  hand, 160  00 

Electric  plant, 19,820  46 

Total  assets,  as  per  books  of  the  company,        .        .        .  $83,689  31 

Liabilities.  rs 

Capital  stock,       .        .        .      ' .  $40,000  00 

Bonds  issued, 20,000  00 

Notes  payable, 5,439  31 

Unpaid  bills :        .        .        .  8  70 

Amounts  due  from  company  not  included  above,      .        .        .  1,062  86 

Electric  bonds  assumed, 16,000  00 

Total  liabilities,  as  i^er  books  of  the  company,   ...        .  $82,510  87 

Profit  and  loss  balance, 1,028  44 


$83,539  31 


Profit  and  Loss  Account. 

Balance  June  30,  1888,        .        .        .        .        . 
Balance  of  gas  manufacturing  accoimt. 
Balance  of  electric  light  manufacturing  account. 
Transfer  electric  light  account,  .... 

Interest  paid, 

Balance  June  30,  1889, 


Dr. 

Cb. 

$3,753  78 

$493  44 

506  25 

5,546  90 

1,764  37 

1,028  44 

5,546  59         $6,546  59 
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MUTUAL  GAS  LIGHT  COMPANY  OF  SOUTHBRIDGE. 


Assets. 

Real  estate, 

MacMnerj  and  manufacturing  appliances, 
Street  mains,        .... 

Meters, 

Cash  on  hand,  .... 
Due  for  gas,  .... 
Other  accounts  due  the  company. 
Tar  on  hand,  .... 
Enrichers  on  hand. 
Other  materials  on  hand,  . 
Fixtures  on  hand, 


Total  assets,  as  per  books  of  the  company. 


$5,515  49 

1,041 

83 

6,986 

04 

1,140 

15 

47 

20 

186 

13 

120 

24 

18 

00 

245 

00 

322 

22 

70  71 

$15,693  01 

Liabilities. 


Capital  stock, 


Total  liabilities,  as  per  books  of  the  company,  . 
Profit  and  loss  balance, 


fl5,000  00 

f  15,000  00 
693  01 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account. 

Rents,  .        .        .        . 

Other  items  of  income, 

Interest  paid, 

Dividends  declared. 

Construction  charged  off,     . 

Depreciation, 

Other  items. 

Balance  June  30,  1889, 


$15,693  01 

NT. 

Dr. 

Cr. 

f915  92 

825  92 

56  25 

6  73 

$8  53 

900  00 

114 

91 

10 

70 

77 

67 

,693  01 

$1,804  82 


1,804  82 
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NANTUCKET  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, .  $3,000  00 

Machinery  and  manufacturing  appliances,        .        .        .        .  20,000  00 

Street  mains, 9,390  57 

Meters, 4,000  00 

Cash  on  hand, 20  37 

Due  for  gas, 798  20 

Coal  on  hand,       .        .        .        .        .        .         .        .        .        .  1,018  00 

Coke  on  hand, 20  00 

Tar  on  hand, 30  00 

Purifying  materials  on  hand, .  3  00 

Notes  receivable,         .        .        .        .        .        .        .  •      .        .  2,000  00 

Investments, .        .  368  00 

Total  assets,  as  per  books  of  the  company,        .        .        .  '  $40,648  14 

Liabilities. 

Capital  stock, .  $36,000  00 

Amounts  due  from  the  comp'any,  not  included  above,       .        .  83  32 

Total  liabilities,  as  per  books  of  the  company, .        .        .  $36,083  32 

Profit  and  loss  balance, 4,564  82 


$40,648  14 

Profit  and  Loss  Account. 

De. 

Cb. 

Balance  June  30,  1888, 

$4,764  55 

Balance  of  gas  manufacturing  account,     . 

1,445  27 

Interest  received, 

165  00 

Dividends  declared, $1,800  00 

Balance  June  30,  1889,        .        .        .        .        .         4,564  82 

5,364  82  f6,364  82 
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NATICK  GAS  LIGHT  COMPANY. 

Assets. 


Real  estate, 

Machinery  and  manufacturing  appliances/ 
Street  mains,        .        .        .      ' . 


Meters,         .... 

Cash  on  hand, 

Due  for  gas, 

Coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand. 

Other  materials  on  hand,     . 

Stoves  and  fixtures  on  hand. 


Total  assets,  as  per  booKs  of  the  company. 

Liabilities. 
Capital  stock,       .        .        .        . 

Notes  payable, 

Amoxmts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company,  . 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


Dr. 


Balance  June  30, 1888,        .        .        . 

Balance  of  gas  manufacturing  account,      . 

Interest  paid,       .        .        .        .        .         .        .  $474  44 

Dividends  declared, 1,600  00 

Depreciation, 71  21 

Balance  June  30,  1889,        .        .       _       .        .  13,420  68 


116,670  38 
21,493  29 


565 

59 

1,785 

66 

323 

36 

37 

09 

165 

30 

6 

15 

124 

12 

750  09 

141,921  03 

$20,000  00 

8,500  00 

35 

$28,500  35 
13,420  68 

$41,921  03 

Cr. 
$12,373  85 
3,192  48 


$15,566  33   $15,566  33 
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NEW  BEDFORD  GAS  LIGHT  COMPANY. 

Assets. 

Eeal  estate, > 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters,         .... 

Cash  on  hand, 

Due  for  gas, 

Other  accounts  due  the  company. 

Coal  on  hand,- 

Coke  on  hand. 

Tar  on  hand, 

Purifying  materials  on  hand, 

Other  materials  on  hand,    . 

Stoves  on  hand,   . 

Fixtures  on  hand. 

Street  light  account,    . 

Electric  account, 

Total  assets,  as  per  books  of  the  company, 


^61,164  08 

124,686 

05 

34,111 

24 

1,286 

26 

10,069 

31 

2,119 

73 

7,403 

76 

629 

00 

526  00 

218  75 

175  00 

11,767 

68 

11,813 

06 

2,300  00 

220,984  28 

,254  20 


Liabilities. 

Capital  stock, 
Notes  payable. 
Unpaid  bills, 
Deposits, 
Reserved  fund. 
Depreciation  fund, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$300,000  00 

193,800  00 

4,599  66 

151  00 

41,949  46 

3,536  71 

$544,036  83 
45,217  37 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account,     . 

Balance  of  electric  light  manufacturing  account, 

Premium  on  sale  of  new  stock. 

Interest  paid,       .... 

Dividends  declared,    . 

Other  items,        .... 

Balance  June  30,  1889, 


$589,254  20 

NT. 

Dr. 

Or. 

$22,920  86 

27,838  80 

5,893  22 

19,622  75 

$7,558  26 

23,000  00 

500  00 

45,217  37 

$76,275  63 

176,275  63 
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NEWBUKYPORT  GAS   AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate,  ....... 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters,         .... 

Cash  on  hand. 

Due  for  gas, 

Other  accounts  due  the  company. 

Coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Other  materials  on  hand,     . 

Lungi'en  lamps,  . 

Fixtures  on  hand,  supply  pipes,  fittings,  etc 

Total  assets,  as  per  books  of  the  company, 


$1,132  43 

75,000  00 

4,857  94 

1,178  03 

2,134  26 

8,221  14 

244  71 

1,266  70 

120  00 

182  00 

14  00 

60  00 

350  00 

167  30 

130  06 

),058  57 


Liabilities. 

Capital  stock, ^  .        .  f  80,000  00 

Notes  payable,     .        . 4,500  00 

Unpaid  dividends, 389  50 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $84,889  50 

Profit  and  loss  balance, 5,169  07 


),058  57 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 
Balance  of  gas  manufacturing  account. 
Interest  received,         .... 
Other  items  of  income, 

Interest  paid, 

Dividends  declared. 
Balance  June  30, 1889, 


Dr. 

Ck. 

111,735  86 

7,583  82 

90  00 

221  26 

$61  87 

14,400  00 

5,169  07 

fl9,630  94 

119,630  94 
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NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 


Assets. 

Keal  estate, >, 

Machinery  and  manufacturing  appliances,  > 

Street  mains, ' 

Meters, J 

Cash  on  hand, 

Due  for  gas, 

Other  accounts  due  the  company. 

Coal  on  hand, 

Coke  on  hand, 

Tar  on  hand 

Purifying  materials  on  hand. 

Other  materials  on  hand,     .... 

Stoves  on  hand,    .  > 

Fixtures  on  hand,  ^     '        '        '        '     *  ' 

OflSce  furniture, 

Notes  receivable, 

Investments, 


$289,866  23 


747  69 

L6,888  31 

2,563  08 

3,399  27 

60  00 

900  00 

80  00 

3,037  00 

2,176  68 


777  40 

224  92 

7,39.5  27 

Electric  light  plant, 77,072  65 


Total  assets,  as  per  books  of  the  company, 

Liabilities. 
Capital  stock. 
Notes  payable,     . 
Unpaid  bills. 
Deposits, 
Unpaid  dividends. 
Other  loans. 
Contingent  fund, . 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 

Profit  and  Loss  Account. 


$405,188  50 


$200,000  00 

42,000  00 

7,392  67 

35  00 

984  00 

20,000  00 

25,000  00 


Dr. 


Balance  June  30,  1888,        .... 
Balance  of  gas  manufacturing  account. 
Balance  electric  light  manufacturing  account, 
Interest  received. 
Rents,  .... 
Other  items  of  income. 

Interest  paid, $1,293  17 

Dividends  declared, 16,000  00 

Depreciation, 489  62 

Other  items, 14,048  98 

Balance  June  30,  1889, 109,776  83 


95,411  67 
109,776  83 

$405,188  50 

Ce. 

$107,159  05 

30,577  55 

1,442  37 

394  63 

1,510  00 

525  00 


$141,608  60      1141,608  60 
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NORTH  ADAMS  GAS  LIGHT  COMPANY. 

Assets. 
Real  estate,  .        .        .        . 
Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Cash  on  hand, 

Due  for  gas, 

Coal  on  hand,       .        .        r.        .        .        . 
Coke  on  hand,     .        .        .        .         . 

Tar  on  hand, 

Enrichers  on  hand, 

Other  materials  on  hand,     .... 
Stoves  and  fixtures  on  hand. 

Horses,  wagons,  etc., 

Office  furniture, 

Investments, 

Total  assets,  as  per  books  of  the  company,         .        .        .      $78,407  87 

Liabilities. 

Capital  stock, f  50,000  00 

Notes  payable, 9,000  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .     $59,000  00 
Profit  and  loss  balance, 19,407  87 


$60,000  00 

4,240  95 

4,376  62 

3,376  40 

115  70 

131  70 

611  00 

212  02 

50  00 

1,721  23 

581  75 

690  50 

2,300  00 

178,407  87 

Profit  and  Loss  Account. 

De. 

Ck. 

Balance  June  30, 1888,        .... 

$15,012  06 

Balance  of  gas  manufacturing  account. 

8,963  31 

Interest  paid,       .        .        .        . 

f567  50 

Dividends  declai'ed, 

4,000  00 

Balance  June  30, 1889,        .... 

19,407  87 

5,975  37        $23,975  37 
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NORTHAMPTON  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances 

Street  mains, 

Cash  on  hand, 

Due  for  gas. 

Other  accounts  due  the  company, 

Coal  on  hand, 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand, 

Other  materials  on  hand,     . 

Spent  lime,  .... 

Investments, 

Total  assets,  as  per  books  of  the  company. 


$25,000  00 

3,000  00 

20,000 

00 

6,029 

08 

1,605 

72 

92 

14 

61 

38 

24  00 

262 

30 

143 

12 

57 

04 

1,089 

33 

20  00 

3,250  00 

),634  11 


Liabilities. 


Capital  stock. 
Reserved  fmid. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 


),906  57 


$50,000  00 
5,418  50 

$55,418  50 
5,215  61 

$60,634  11 


Dk. 

Ce. 

Balance  June  30,  1888,         .... 

$4,050  25 

Balance  of  gas  manufacturing  account, 

5,260  12 

Interest  received, 

371  20 

Rents, 

225  00 

Dividends  declared, 

$4,000  00 

Construction  charged  off,    .... 

679  63 

Other  items, 

11  33 

Balance  June  30,  1889, 

5,215  61 

),906  57 
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NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $47,474  72 

Machinery  and  manufacturing  appliances,        .        .        .        .  28,550  20 

Street  mains .  30,487  27 

Meters, '      .        •        •  5,370  31 

Cash  on  hand, 4,236  13 

Due  for  gas, 1,320  95 

Other  accounts  due  the  company, 178  49 

Coal  on  hand, 1,929  83 

Coke  on  hand, 478  87 

Enrichers  on  hand, 286  89 

Purifying  materials  on  hand, 79  76 

Other  materials  on  hand,     .        .        .        .-      .        .        .        -  288  51 

Stoves  on  hand, 352  25 

Fixtures  on  hand, 1,247  97 

Office  furniture, 262  50 

Notes  receivable .        ...  22,650  92 

Total  assets,  as  per  books  of  the  company,        .        .        .  $145,195  57 


Liabilities. 

Capital  stock,       ..........  $68,10000 

Bonds  issued 68,100  00 

Unpaid  bills,        .        .        .        . 101  17 

Unpaid  dividends, 2,043  00 

Interest  due,  but  not  paid,  .        .     ' 1,021  50 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $139,365  67 

Profit  and  loss  balance, 5,829  90 


Profit  and  Loss  Account. 


Balance  June  30, 

Balance  of  gas  manufacturing  account, 

Interest  received, 

Rents,  .... 

Other  items  of  income. 

Interest  paid. 

Dividends  declared, 

Depreciation, 

Other  items, 

Balance  June  30,  1889, 


$145,195  57 

NT. 

De. 

Cr. 

$12,516  02 

10,755  62 

1,248  93 

268  75 

61  61 

$4,086  00 

4,086  00 

10,771  10 

77  93 

5,829  90 

$24,850  93 

$24,850  93 
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8,000  00 


NORWOOD  GAS  LIGHT  COMPANY. 

Assets. 

Eeal  estate, $3,000  00 

Machinery  and  manufacturing  appliances,  i 

Street  mains, ^      " 

Meters, 802  65 

Cash  on  hand, 1,989  45 

Due  for  gas 608  80 

Coal  on  hand, 26  90 

Tar  on  hand, 45  00 

Total  assets,  as  per  books  of  the  company,         .        .        .     $14,472  80 

Liabilities. 
Capital  stock, $12,000  00 

Total  liabilities,  as  per  books  of  the  company,    .        .        .     $12,000  00 
Profit  and  loss  balance, ".        .         2,472  80 

$14,472  80 
Profit  and  Loss  Account. 

De.  Cr. 

Balance  June  30,  1888, $1,716  98 

Balance  of  gas  manufacturing  account,      .        .  1,503  92 

Sundry  items, $748  10 

Balance  Jvme  30,  1889, 2,472  80 

$3,220  90  $3,220  90 
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PITTSFIELD  COAL  GAS  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters,         .... 

Cash  on  hand,      .        . 

Due  for  gas, 

Other  accounts  due  the  companj 

Coal  on  hand. 

Coke  on  hand, 

Enriohers  on  hand, 

Purifying  materials  on  hand, 

Stoves  on  hand,   . 

Notes  receivable, 

Investments, 

Total  assets,  as  per  books  of  the  company, 


$22,500  00 

14,350  00 

19,110  00 

6,540  00 

10,035  71 

3,519  75 

512  39 

1,136  25 

24  00 
325  00 
100  00 

25  00 
29,572  00 

3,550  00 

flll,300  10 


Liabilities. 

Capital  stock,       ..........  $62,50000 

Unpaid  bills,        . 3,125  00 

Reserved  fund, 40,000  00 

Total  liabilities,  as  j^er  books  of  the  company,  .        .        .  $105,625  00 

Profit  and  loss  balance, 5,675  10 


$111,300  10 

Profit  and  Loss  Account. 

Dr. 

Ck. 

Balance  June  30, 1888, 

$5,854  11 

Balance  of  gas  manufacturing  account,     . 

7,710  75 

Interest  received, 

1,995  24 

Rents, 

115  00 

Dividends  declared, §10,000  00 

Balance  June  30,  1889, 5,675 

10 

115,675  10        $15,675  10 
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PLYMOUTH  GAS  LIGHT  COMPANY. 

Assets. 

Keal  estate, n 

Machinery  and  manufacturing  appliances,  \     .        .        .        .  $40,000  00 

Street  mains, ) 

Cash  on  hand, 424  67 

Due  for  gas, 1,993  26 

Other  accounts  due  the  company, 341  38 

Coal  on  hand, 456  27 

Coke  on  hand,      .        .        .        . 30  00 

Tar  on  hand, 50  00 

Enrichers  on  hand, 8  88 

Other  materials  on  hand, 108  98 

Stoves  on  hand, 55  41 

Fixtm-es  on  hand,        .        .        .       _ 2,096  18 

Total  assets,  as  per  books  of  the  company,         .        .        .  $45,565  03 

Liabilities. 

Capital  stock, f  40,000  00 

Unpaid  bills, 380  30 

Unpaid  dividends, 60  50 

Interest  due,  but  not  paid, 29  76 

Amounts  due  from  the  company,  not  included  above,        .        .  238  19 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $40,708  75 

Profit  and  loss  balance, 4,856  28 


Balance  June  30,  1888, 
Balance  of  gas  manufacturing  account. 
Dividends  declared,     .... 
Construction  charged  off,    . 
Balance  June  30,  1889, 


145,565  03 

Account. 

Db. 

Ce. 

14,734  55 

2,772  52 

12,400  00 

250  79 

4,856  28 

\507  07 


^507  07 
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EOXBURY  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, f  116,365  91 

Machinery  and  manufacturing  appliances,        .        .        .        .     293,310  95 
Street  mains, 243,274  85 


Meters, 

Cash  on  hand,      .... 
Due  for  gas,         .... 
Other  accounts  due  the  company. 
Coal  on  hand,      .... 
Coke  on  hand,      .... 
Tar  on  hand,         .... 
Enriehers  on  hand, 
Purifying  materials  on  hand. 
Other  materials  on  hand,     . 
Notes  receivable. 


Total  assets,  as  per  books  of  the  company. 


Liabilities. 


Capital  stock, 
Unpaid  bills, 
Deposits, 


Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  bf  the  company,    . 
Profit  and  loss  balance, 


50,671  00 

95,946  02 

26,810  49 

2,750  29 

18,965  57 

9,615  00 

100  00 

67  75 

616  00 

5,666  40 

50,000  00 

f914,160  25 


$600,000  00 

572  71 

3,312  00 


1,699  99 


,584  70 
308,575  55 

$914,160  25 


Proiit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 

Interest  received, 

Rents, 

Dividends  declai'ed, 
Carried  to  reserve  fund. 
Balance  June  30,  1889, 


Db. 


$60,000  00 

25,000  00 

308,575  55 


Cr.     ■ 

,145  51 

103,148  47 

7,152  18 

2,129  39 


$393,575  55      f393,575  55 


170  GAS   COMMISSIONERS.  [Jan. 


SALEM  GAS  LIGHT  COMPANY. 

Assets. 

Eeal  estate, >, 

Machinery  and  manufacturing  appliances,  I  ©o-^iqq 

Street  mams, j 

Meters, ) 

Cash  on  hand, 31,982  93 

Due  for  gas, 12,051  08 

Other  accounts  due  the  company, 27,840  96 

Coal  on  hand, 8,599  85 

Tar  on  hand, 900  00 

Enrichers  on  hand,       .        .        . 449  00 

Purifying  materials  on  hand, 712  00 

Other  materials  on  hand, 2,419  85 

Horses,  wagons,  etc., 850  00 

Office  furniture, 200  00 

New  works, 63,823  39 

Investments, 5,285  25 

Total  assets,  as  per  books  of  the  company,        .         .        .  $406,297  86 

Liabilities. 

Capital  stock, $300,000  00 

Deposits, 425  00 

Depreciation  fund, 20,000  00 

Amounts  due  from  the  company,  not  included  above,       .         .  2,945  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  |323,370  00 

■Profit  and  loss  balance, 82,927  86 


• 

Profit  and  Loss  Account. 

1406,297  86 

De. 

Cb. 

Balance  June  30,  1888, 

$75,301  76 

Balance  of  gas  manufacturing  account. 

26,791  72 

Interest  received. 

1,658  78 

Rents,  . 

302  25 

Dividends  declared. 

$18,000  00 

Other  items. 

3,126 

65 

Balance  June  30,  1889, 

82,927 

86 

$104,054  51 

$104,054  51 

1890.] 
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SOUTH  BOSTON  GAS  LIGHT  COMPANY. 


Assets. 

Keal  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Cash  on  hand,    .  . 

Due  for  gas. 

Other  accounts  due  the  company 

Coal  on  hand, 

Coke  on  hand, 

Gas  on  hand, 

Enrichers  on  hand. 

Purifying  materials  on  hand. 

Other  materials  on  hand,     . 

Stoves  on  hand,   . 

Horses,  wagons,  etc.,  i 

Office  furniture,  .       ^ 

Investments,         .        .     •   . 

Total  assets,  as  per  books  of  the  company. 


Liabilities. 

Capital  stock. 

Notes  payable,     . 

Unpaid  bills, 

Dej)osits, 

Interest  due,  but  not  paid, 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company,   . 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 

Rents, 

Interest  paid, $1,996  77 

Dividends  declared, 35,200  00 

Balance  June  30,  1889, 62,799  64 

$99,996  41 


.  $200,945 

76 

.  265,800  34 

17,830 

37 

13,888  34 

7,896 

41 

1,445 

27 

13,705 

75 

750 

00 

118 

48 

98  73 

634  00 

573 

85 

362 

51 

1,454  00 

26,000  00 

.  $551,443 

81 

.  $440,000 

00 

.   43,000 

00 

2,029 

33 

1,854 

95 

928  06 

831 

83 

.  $488,644 

17 

.   62,799 

64 

$551,443  81 

Cr. 

151,940  35 

46,319 

68 

1,736 

38 

$99,996  41 


172  GAS   COMMISSIONERS.  [Jan. 


SPENCER  GAS  COMPANY. 

Assets. 

Real  estate, f  21,714  93 

Machinery  and  manufacturing  appliances,         ....  72,180  66 

Street  mains, 84,996  02 

Meters, 3,313  45 

Due  for  electric  light, 1,227  27 

Due  for  gas, 3,325  75 

Other  accounts  due  the  company,        .        .        .        .    '     .         .  5,619  36 

Coal  on  hand, 714  00 

Coke  on  hand, 6  00 

Tar  on  hand, 78  00 

Enrichers  on  hand,       .        ,         . 108  00 

Purifying  materials  on  hand, 10  00 

Other  materials  on  hand, 1,859  87 

Stoves  on  hand, 1,274  13 

Fixtures  on  hand, 850  45 

Gas  engines, 600  00 

Office  furniture, 150  00 

Tools  and  meter  provers, .  545  34 

Notes  receivable,         .        .        .        . 230  74 

Electi-ic  light  plant, 23,562  28 

Total  assets,  as  per  books  of  the  company,        .        .        .  ^172,366  25 

Profit  and  loss  balance, .         .  7,097  80 

1179,464  05 

Liabilities. 

Capital  stock, $85,000  OD 

Bonds  issued,       ..........  85,000  00 

Unpaid  bills, 9,464  05 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $179,464  05 
Profit  and  Loss  Account. 

Db.  Ce. 
Balance  June  30,  1888,        .        .        .        .        .       f  2,860  20 
Balance  of  gas  manufacturing  account,      .         .         1,979  14 

Balance  of  electriclight  manufacturing  account,  $1,821  54 

Rents, 720  00 

Interest  paid, 4,800  00 

Balance  June  30,  1889,        .                 ...  7,097  80 

$9,639  34  $9,639  34 
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SPRINGFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $84,625  80 

Machinery  and  manufacturing  appliances,         .        .        .        .  299,269  13 

Street  mains, 170,616  88 

Services,       .        .        .        ' 30,041  26 

Meters, 27,938  26 

Cash  on  hand,       .         .         .         . 14,107  31 

Due  for  gas, 4,701  12 

Other  accounts  due  the  company,       .        .         .        .        .         .  8,684  96 

Coal  on  hand, 6,815  12 

Enrichers  on  hand, 663  68 

Purifying  materials  on  hand,      .        .        .        .        .        .        .  175  11 

Other  materials  on  hand,     .        . 600  00 

Stoves  on  hand, 1,314  66 

Fixtures  on  hand, 803  45 

Horses,  wagons,  etc., 2,600  00 

Office  furniture, .        .        .  1,276  00 

Notes  receivable, 1,322  43 

Steam  plant  and  fittings,     ........  76,981  34 

Total  assets,  as  per  books  of  the  company,         .        .        .  |731,226  41 

Liabilities. 

Capital  stock,      •. .  |500,000  00 

Notes  payable, 76,000  00 

Deposits,      .        .        . '      ,  668  75 

Unpaid  dividends, 74  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $676,732  76 

Profit  and  loss  balance, 155,492  66 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account 

Steam  heating,     . 

Interest  received, 

Rents, 

Other  items  of  income. 
Interest  paid. 
Dividends  declared,     . 
Depreciation,  steam  plant,  . 
Balance  June  30,  1889, 


NT 

1731,226  41 

Dr. 

Cr. 

$136,219  08 

61,704  49 

32,042  41 

138  14 

809  02 

3  40 

13,445  60 

40,000  00 

31,978  28 

155,492  66 

,916  54 


,916  54 


174  GAS   COMMISSIONERS.  [Jan. 


STOUGHTON  GAS  LIGHT  COMPANY. 

Assets. 

Eeal  estate, f6,819  00 

Machinery  and  manufacturing  appliances,        ....  80,445  25 

Street  mains, 10,472  43 

Meters, 917  00 

Coal  on  hand, 368  28 

Electric  assets, 30,838  29 

Total  assets,  as  per  books  of  the  company,         .        .        .  $79,860  25 

Profit  and  loss  balance, 1,114  75 

$80,975  00 
Liabilities. 

Capital  stock, $40,000  00 

Bonds  issued, 40,000  00 

Interest  due,  but  not  paid, 975  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  f  80,975  00 


Profit  and  Loss  Account. 

Db.  Cb. 

Balance  of  manufacturing  account,    .        .        .       $1,114  75 
Balance  June  30,  1889, $1,114  75 

$1,114  75  $1,114  75 


1890.] 
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TAUNTON  GAS  LIGHT   COMPANY. 


■  Assets. 
Real  estate, ....... 

Machinery  and  manufacturing  appliances 

Cash  on  hand, 

Due  for  gas,- 

Other  accounts  due  the  company, 

Coal  on  hand, 

Coke  on  hand,      .        . 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand, 

Other  materials  on  hand,     . 

Stoves  on  hand,    . 

Fixtures  on  hand, 

Lungren  lamps,   . 

Total  assets,  as  per  books  of  the  company, 


Liabilities. 


Capital  stock, 
Deposits, 


Total  liabilities,  as  jDer  books  of  the  company. 
Profit  and  loss  balance, 


$26,600  00 

63,500  00 

10,533  04 

8,770  51 

2,251  60 

810  88 

2  50 

218  75 

11  41 

336  25 

245  00 

1,161  39 

3,360  93 

1,553  64 

1109,255  90 


$80,000  00 
149  00 

$80,149  00 
29,106  90 


$109,255  90 

Profit  and  Loss  Account. 

Dr. 

Ce. 

Balance  June  30,  1888, 

$33,158  71 

Balance  of  gas  manufacturing  accovmt, 

16,803  65 

Rents, 

150  00 

Interest  paid,        .        .        .        . 

$3  33 

Dividends  declared,     .... 

12,000  00 

Construction  charged  oflf,     . 

7,322  87 

Depreciation, 

1,679  26 

Balance  June  30,  1889, 

29,106  90 

),112  36 


),112  36 
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WALTPIAM   GAS  LIGHT  COMPANY. 


Assets 
Real  estate,        .... 
Machinery  and  manufacturing  appliances, 
Street  mains,      .... 

Meters, 

Cash  on  hand,    .... 
Due  for  gas,       .... 
Other  accounts  due  the  company, 
Coal  on  hand,     ... 
Coke  on  hand,    .... 
Tar  on  hand,      .... 
Enrichers  on  hand,     . 
Purifying  materials  on  hand,  . 
Oiher  materials  on  hand,  . 
Stoves  on  hand. 
Fixtures  on  hand. 
Horses,  wagons,  etc., 
Office  furniture,     •    . 
Electric  light  plant,  . 

Total  assets,  as  per  books  of  the  company, 


$24,305  78 

80,064  06 

42,884  46 

6,500  00 

3,442 

18 

6,068 

50 

2,951 

41 

2,153 

23 

2 

50 

500  75 

29 

81 

317 

55 

2,745  02 

128 

98 

1,327 

52 

827 

67 

750  98 

34,699 

23 

$208,699  63 

Liabilities. 


Capital  stock, 
B6nds  issued, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$140,000  00 
20,000  00 

fl60,000  00 
48,699  63 


1208,699  63 

Profit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1888, 

$31,697  32 

Balance  of  gas  manufacturing  account,    . 

22,186  81 

Balance  of  electric  light  manufacturing  account. 

4,276  76 

Other  items  of  income, 

830  62 

Interest  paid, 

$1,175  00 

Dividends  declared, 

8,400 

00 

Depreciation, . 

689 

50 

Other  items, 

27 

38 

Balance  Jime  30,  1889, 

■     48,699 

63 

158,991  51 

$58,991  51 

1890.] 
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WEBSTER  ELECTRIC   COMPANY. 


Assets. 

Real  estate, 

Steam  plant,  electric,  .... 
Machinery  and  manufacturing  appliances 

Electinc  plant, 

Sti-eet  mains, 

Electric  lines,  meters,  lamps  and  globes, 

Meters,  gas, 

Cash  on  hand,      .         .         .         . 

Due  for  gas, 

Due  for  electric  light  and  power, 
Other  accounts  due  the  company, 
Coal  on  hand,       ..... 
Oil  and  waste  on  hand. 

Tar  on  hand, 

Other  materials  on  hand,     . 


Total  assets,  as  per  books  of  the  company. 


^25,521  14 

11,634  81 

2,250  00 

14,107  60 

10,000  00 

9,486  45 

2,000  00 

166  61 

163  40 

545  63 

557  85 

395  00 

48  00 

100  00 

1,201  76 


^,178  25 


Liabilities. 


Capital  stock, 

Bonds  issued, 

Notes  payable, 

Unpaid  bills, . 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Profit  and  Loss  Account. 

Balance  June  30,  1888, 

Balance  of  gas  manufacturing  account, 
Balance  of  electric  light  manufacturing  account, 
Other  items  of  income,       ..... 

Laterest  paid,        

Balance  June  30,  1889, 


$45,000  00 

30,000  00 

400  00 

1,482  01 

$76,882  01 
1,296  24 

$78,178  25 


Db. 

Cb. 

$13  83 

828  45 

703  00 

662  79 

$911  83 

1,296  24 

2,208  07 


,208  07 
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WESTFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances 

Street  mains, 

Meters, 

Cash  on  hand. 

Due  for  gas, 

Other  accounts  due  the  company, 

Coal  on  hand, 

Enrichei's  on  hand, 

Purifying  materials  on  hand, 

Fixtures  on  hand, 

Services, 

Electric  light  plant, 

Total  assets,  as  jDcr  books  of  the  company. 
Liabilities. 


.■   $2,430 

00 

29,691 

17 

13,555 

61 

1,253 

60 

1,454 

36 

2,513 

95 

139 

75 

405 

72 

205 

41 

60 

00 

161 

15 

1,617 

95 

.   36,253 

15 

.  $89,741  72 

Capital  stock, 
Notes  payable, 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company,  . 
Profit  and  loss  balance,       .         .        .        . 


$54,000  00 

26,000  00 

6  35 

$80,006  85 
9,735  37 

$89,741  72 


Profit  and  Loss  Account. 

Balance  June  30,  1888, 

Balance  of  gas  manufacturing  accoimt. 

Balance  of  electric  light  manufacturing  account, 

Other  items  of  income. 

Dividends  declared, 

Interest  paid. 

Depreciation, 

Balance  June  30,  1889 


Dr. 

Cr. 

$6,133  88 

5,675  05 

2,687  44 

585  38 

$4,320  00 

818  50 

207  88 

9,735  37 

$15,081  75 

fl5,081  75 

1890.] 
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WOBURN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $9,706  17 

Machinery  and  manufacturing  appliances,         ....  28,929  78 

Street  mains, 28,306  94 

Meters, 3,000  00 

Cash  on  hand, 2,561  24 

Due  for  gas, '  .        .        .  1,698  54 

Other  accounts  due  the  company, 434  71 

Coal  on  hand, 1,457  50 

Enrichers  on  hand, .        .  35  00 

Purifying  materials  on  hand, 200  00 

Other  materials  on  hand, 135  00 

Lungren  lamps, 246  76 

Office  furniture, 140  25 

Notes  receivable, 7,500  00 

Investments, 2,350  00 

Total  assets,  as  per  books  of  the  company,        .        .        .  $86,701  89 


Liabilities. 

Capital  stock, $45,100  00 

Unpaid  bills,        . 285  20 

Deposits, 5  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $45,390  20 

Profit  and  loss  balance,        .        . ,  41,311  69 


$86,701  89 

■  '                            Profit  and  Loss  Account. 

Dk. 

Cb. 

Balance  Jane  30,  1888, 

$41,183  06 

Balance  of  gas  manufacturing  account, 

5,352  31 

Interest  received, 

410  80 

Other  items  of  income, 

218  79 

Dividends  declared, $3,608  00 

Dej)reciation,        .' 2,245 

27 

Balance  June  30,  1889, 41,311 

69 

$47,164  96 

$47,164  96 

180 


GAS   COMMISSIONERS. 


[Jan. 


WORCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances, 

Street  mains, 

Meters, 

Cash  on  hand. 

Due  for  gas, 

Coal  on  hand. 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand. 

Stoves  and  fixtures  on  hand. 

Investments, 

Total  assets,  as  per  books  of  the  company, 


.  $126,000  00 

.   170,456 

22 

.   219,772 

81 

17,664 

56 

4,627 

13 

735 

65 

5,927 

15 

2,500 

00 

1,000 

00 

625 

00 

650 

00 

3,352 

50 

.  $553,211 

02 

Liabilities.  > 

Capital  stock $500,000  00 

Notes  payable, 20,000  00 

Deposits, 511  00 

Unpaid  dividends, 10,198  00 

Total  liabilities,  as  per  books  of  the  company,  . '       .        .  $530,709  00 

Profit  and  loss  balance, 22,502  02 


Profit  and  Loss  Account. 


Balance  June  30,  1888, 

Balance  of  gas  manufacturing  accomit. 

Interest  received, 

Other  items  of  income, 

Interest  paid. 

Dividends  declared,     . 

Depreciation, 

To  depreciation  fund, .        .    . 

Balance  June  30,  1889, 


$553,211  02 

)ITNT. 

Dr. 

Cr. 

$29,955  53 

50,037  30 

326  68 

29  38 

$890  98- 

32,500  00 

36  69 

-  24,419  20 

22,502  02 

$80,348  89        $80,348  89 
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APPEI^DIX    B. 


BALANCE   SHEETS    ELECTRIC  LIGHT   COMPANIES, 
JUNE  30,  1889. 


ADAMS  ELECTRIC   LIGHT   AND  POWER  COMPANY. 

Assets. 

Real  estate, $2,870  10 

Steam  plant, 9  60 

Electric  plant, 39  32 

Lines,  meters,  lamps  and  globes, 645  03 

Cash  on  hand,      .        . 1,435  95 

Total  assets,  as  per  books  of  the  company,        .        .        .  $5,000  00 

Liabilities. 

Capital  stock, $5,000  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  f  5,000  00 


BOSTON  ELECTRIC   LIGHT   COMPANY. 

Assets. 

Real  estate, $314,688  60 

Steam  plant, 205,600  94 

Electric  plant, 217,394  04 

Lines,  meters,  lamps  and  globes,        .        .        .        .        .        .  629,884  65 

Cash  on  hand, 8,493  03 

Due  for  light  and  power,    .        .        .        .        .        .        .        .  25,621  81 

Other  accounts  due  the  company, 8,226  06 

Fuel  on  hand, 4,468  73 

Carbons  on  hand, .        .        .  2,783  90 
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Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand, 
Globes  on  hand,  .... 
Fixtures  and  matei'ials  on  hand, 
Motors  on  hand,  .... 
Horses,  wagons,  etc.,  . 
OiSce  furniture,  .... 

•  Total  assets,  as  per  books  of  the  company. 


$71  95 

2,249 

59 

962 

63 

19,880  61 

1,355 

45 

739 

89 

1,922 

72 

$1,444,344  08 

Liabilities. 

Capital  stock, $1,000,000  00 

Bonds  issued, 228,000  00 

Notes  payable,     '. 87,155  21 

Unpaid  bills 17,933  10 

Interest  due,  but  not  paid, 5,434  00 

Total  liabilities,  as  per  books  of  the  company,    .        .         $1,338,522  31 
Profit  and  loss  balance, 105,821  77 


,444,344  08 


CAMBRIDGE  ELECTRIC  LIGHT  COI^IPANY. 


Assets. 


Real  estate, 

Steam  plant,         .... 
Construction,        .... 

Franchise, 

Lines,  meters,  lamps  and  globes. 
Cash  on  hand,      .... 
Due  for  light  and  power,     . 
Other  accounts  due  the  company. 
Fuel  on  hand,      .... 

Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


147,980  67 

56,666  96 

5,944  57 

15,000  00 

69,509  56 

8,157  52 

5,977  90 

2,718  66 

3,606  17 


$268,556  81 
9,321  62 

$277,878  43 


Liabilities. 

Capital  stock, $200,000  00 

Bonds  issued,     ' 50,000  00 

Notes  payable, 19,000  00 

Unpaid  bills, 7,389  43 

Interest  due,  but  not  paid, 1,539  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $277,878  43 
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CHICOPEE   ELECTRIC  LIGHT   COMPANY 

Assets. 
Heal  estate,  .... 
Steam  plant, 
Electric  plant. 

Lines,  meters,  lamps  and  globes 
Cash  on  hand,      ... 
Due  for  light  and  power,     . 
Carbons  on  hand. 
Oil  and  waste  on  hand. 
Other  materials  on  hand,     . 

Total  assets,  as  per  books  of  the  company, 

Liabilities. 

Capital  stock, 

Notes  payable, 

Unpaid  bills,         .         .         .         ,         .         .    . 

Interest  due,  but  not  paid, 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,    . 
Profit  and  loss  balance, 


$1,020  77 

3,195  32 

2,673  97 

6,456  20 

489  57 

300  00 

11  00 

3  00 

100  00 

$14,249  82 

$10,000  00 

2,900  00 

1,080  00 

39  80 

104  78 

$14,124  58 
125  24 

114,249  82 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BOSTON. 


Assets. 


Real  estate,  .        . 

Steam  plant. 

Electric  plant. 

Patent  rights, 

Lines,  metei's,  lamps  and  globes,  ^ 

Cash  on  hand,      .         .         .         . 

Due  for  light  and  .power,     . 

Other  accounts  due  the  company. 

Stock  of  all  kinds  on  hand. 


.   $648,380  99 

4,265  39 

17,326  98 

10,268  92 

.   $680,242  28 

Liabilities. 

Capital  stock, $500,000  00 

Bonds  issued, 150,000  00 

Notes  payable, .        .        .        .  13,055  50 

Unpaid  bills, 6,783  61 

Amounts  due  from  the  company,  not  included  above,       .        .  4,489  34 


Total  assets,  as  per  books  of  the  company, 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$674,328  45 
5,913  83 

,242  28 
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EDISON  ELECTRIC    ILLUMINATING   COMPANY   OF   BROCKTON. 

Assets. 
Real  estate,  .... 
Steam  plant, 
Electric  plant. 
Patent  rights. 

Lines,  meters,  lamps  and  globes. 
Cash  on  hand, 
Due  for  light  and  power,     . 
Carbons  on  hand, 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Materials  on  hand. 
Motors  on  hand,  . 

Interest,  insm-ance  and  taxes  (present  worth). 
Arc  system, 


$29,343 

26 

26,157 

27 

17,854 

79 

16,500 

00 

41,775 

88 

116 

64 

4,700 

66 

76 

55 

36 

71 

710 

40 

2,448 

20 

474 

84 

527 

66 

40,130 

46 

Total  assets,  as  per  books  of  the  company, 


1180,853  31 


Liabilities. 


Capital  stock. 

Bonds  issued. 

Notes  payable,     . 

Unpaid  bills. 

Interest  due,  but  not  paid. 

Reserve  fund. 


Total  liabilities,  as  per  books  of  the  company,  . 


$71,000  00 

80,000  00 

17,000  00 

177  30 

933  34 

11,742  67 

$180,853  31 


EDISON  ELECTRIC   ILLUMINATING  COMPANY  OF  FALL  RIVER. 


Assets. 


Real  estate, 

Steam  plant,  .... 
Electi'ic  plant,  .... 
Patent  rights,  .... 
Lines,  meters,  lamps  and  globes, 
Cash  on  hand,  .... 
Due  for  light  and  power,  . 
Other  accoimts  due  the  company. 
Materials  on  hand,       .         . 


$4,500  00 

13,500  00 

15,215  83 

27,000  00 

19,554  24 

845  94 

755  80 

2,026  54 

4,690  40 


1'otal  assets,  as  per  books  of  the  company, 


5,088  75 
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Liabilities. 

Capital  stock, |81,600  00 

Notes  payable, 11,000  00 

Unpaid  bills, 3,007  98 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $95,607  98 

Profit  and  loss  balance, 2,480  77 


,088  75 


EDISOX   ELECTRIC   ILLUMINATING   COMPANY   OF  LAWRENCE. 

Assets. 
Construction  account,  . 
Cash  on  hand,      .... 
Due  for  light  and  power,    . 
Other  accounts  due  the  company. 
Fuel  on  hand,       .... 
Carbons  on  hand. 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Motors  on  hand,  . 
Steam-heating  plant,   . 
Municipal  plant,  .... 
Chimney,      ..... 
Merchandise  on  hand. 

Total  assets,  as  per  books  of  the  company. 


Liabilities. 


Capital  stock. 
Bonds  issued, 


$75,864 

13 

1,665 

56 

1,273 

87 

1,447 

50 

163 

25 

53 

00 

137 

50 

110 

00 

2,396 

29 

2,702 

71 

17,248 

31 

2,391 

91 

1,210 

55 

$106,664  58 

$65,000  00 

36,700 

00 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$101,700  00 
4,964  5? 

$106,664  5f 


EDISON  ELECTRIC   ILLUMINATING  COMPANY  OF 
NEW  BEDFORD. 


Assets. 


Real  estate, . 
Steam  plant. 
Incandescent  light  plant. 
Are  light  plant,    . 
Patent  rights. 
Meters, 
Cash  on  hand. 


$16,373  33 

27,854  70 

37,811  99 

2,264  75 

22,500  00 

2,927  96 

214  67 
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Due  for  light  and  power,    . 

Other  accounts  due  the  company. 

Fuel  on  hand, 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand. 

Other  materials  on  hand,     . 

Motors  on  hand,  . 

Fixtures  on  hand. 

Stock  in  consumers'  hands, 

Office  furniture,  . 

Notes  receivable. 

Sundry  accounts. 

Total  assets,  as  per  books  of  the  company 


$1,698 

66 

1,457 

12 

75 

35 

19 

56 

696 

60 

5,064 

37 

3,066 

00 

246 

31 

4,328 

00 

101 

86 

351 

77 

537 

57 

$127,590  53 


Liabilities. 

Capital  stock, $100,000  00 

Notes  payable, 20,000  00 

Unpaid  bills, 2,253  15 

Interest  due,  but  not  paid, 153  79 

Total  liabilities,  as  per  books  of  the  company,   .         .         .  $122,406  94 

Profit  and  loss  balance, 5,183  59 


$127,590  53 


ELECTRIC   LIGHT  AND  PATENT   FLOORING  COMPANY, 
AMESBURY. 

Assets. 

Real  estate, .  $40,781  90 

Steam  plant 9,696  66 

Electric  plant, 19,586  88 

Patent  rights, 4,000  00 

Lines,  meters,  lamps  and  globes, 1,155  00 

Wood-working  machinery, 13,900  00 

Miscellaneous, 1,909  00 

Notes  receivable, .        .        .  1,000  00 

Total  assets,  as  per  books  of  the  company,         .        .        .  $92,029  44 

Liabilities. 

Capital  stock, $35,600  00 

Notes  payable, 56,416  72 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $92,016  72 

Profit  and  loss  balance, 12  72 

$92,029  44 
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FALL  RIVER  ELECTRIC   LIGHT   COMPANY. 

Assets. 
Real  estate,  . 
Steam  plant, 
Electric  plant. 
Patent  rights, 
Lines,  poles  and  lamps, 
Cash  on  hand. 
Due  for  light, 

Total  assets,  as  per  books  of  the  company. 

Liabilities. 

Capital  stock, . 

Notes  payable, 

Amounts  due  fi'om  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company,   . 
Profit  and  loss  balance, 


521,764  43 

18,684  93 

33,089  73 

8,000  00 

19,446  39 

1,808  71 

3,393  76 

,187  95 


190,000  00 

8,650  00 

250  00 

$98,900  00 

7,287  95 

,187  95 


FRANKLIN  ELECTRIC  LIGHT  COMPANY  (TURNER'S  FALLS). 

Assets. 

Electric  plant,      .        .        .- $5,020  00 

Cash  on  hand, 4  49 

Carbons  on  hand, 24  00 

Oil  and  waste  on  hand,        .        .        .        .        .        .        .        .  5  00 

Incandescent  lamps  on  hand, 15  00 

Globes  on  hand, 10  .00 

.     Total  assets,  as  per  books  of  the  company,         .        .         .  $5,078  49 

Liabilities. 

Capital  stock, '      .        .        .        .        .  $5,000  00 

Reserved  fund, .  78  49 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  |5,078  49 


GARDNER  ELECTRIC   COMPANY. 

Assets. 


Real  estate, 

Steam  plant,  .... 
Electric  plant,  .... 
Lines,  meters,  lamps  and  globes, 
Cash  on  hand,      .        . 


19,331  73 
11, ,3.38  72 
15,692  00 
17,082  06 
1,549  24 
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Due  for  light  and  power,     . 

Other  accounts  due  the  company, 

Fuel  on  hand, 

Carbons  on  hand. 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand. 

Globes  on  hand,  . 

Other  materials  on  hand,     . 

Fixtures  on  hand. 

Horses,  wagons,  etc.,  . 

Office  furniture,  . 

Stock  in  consumers'  hands. 

Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance, 

Liabilities. 


^1,207  84 

1,614  17 

356  25 

63  00 

49  40 

113  25 

22  50 

1,054  31 

18  96 

145  00 

60  00 

1,035  90 


Capital  stock, 

Notes  i^ayable, 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company. 


$60,734  33 
1,026  53 

$61,760 

126,900 

9,700 

25,160 

86 

00 
00 
86 

$71,760  86 


GLOUCESTER  ELECTRIC   COMPANY. 

Assets. 
Real  estate,  .... 
Steam  plant. 
Electric  plant, 

Lines,  meters,  lamps  and  globes 
Cash  on  hand. 
Due  for  light  and  power,     . 
Carbons  on  hand. 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Globes  on  hand,  . 
Notes  receivable. 

Total  assets,  as  per  books  of  the  company. 

Liabilities. 
Capital  stock,       ....... 

Notes  payable, 

Unpaid  bills, 


Total  liabilities,  as  j)er  books  of  the  company, 
Profit  and  loss  balance, 


$4,650 

00 

5,500  74 

7,037 

44 

6,125 

34 

191 

74 

602 

39 

50 

00 

20 

00 

72 

00 

4  80 

450  00 

$23,733  45 

$20,000  00 

100 

00 

.  999 

12 

$21,099 

12 

2,634  33 

$23,733 

45 
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GREAT   BARRINGTON  ELECTRIC   LIGHT   COMPANY. 

Assets. 


} 


Steam  plant, 

Electric  plant, 

Patent  rights, 

Lines,  meters,  lamps  and  globes 

Cash  on  hand, 

Due  for  light  and  power,    . 

Fuel  on  hand. 

Carbons  on  hand. 

Incandescent  lamps  on  hand. 

Globes  on  hand,  . 

Other  materials  on  hand,    . 

Motors  on  hand,  . 

Fixtures  on  hand. 


Total  assets,  as  per  books  of  the  company. 


Liabilities. 


Capital  stock, 

Notes  payable, 

Unpaid  bills, 

Interest  due,  but  not  paid, 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


),530  28 


13,686  77 


1,059 

87 

149 

34 

46 

00 

34 

65 

64 

41 

6 

00 

1,065 

21 

48 

00 

12 

50 

.   121,653 

03 

.  $16,000 

00 

3,300 

00 

2,026 

56 

60 

92 

L,387  48 
266  55 


f21,653  03 


GREENFIELD   ELECTRIC   LIGHT   AND   POWER  COMPANY. 


Assets. 


Steam  plant. 

Electric  plant. 

Lines,  meters,  lamps  and  globes. 

Cash  on  hand. 

Due  for  light  and  power,     . 

Fuel  on  hand. 

Carbons  on  hand. 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand. 

Other  materials  on  hand,     . 


Total  assets,  as  per  books  of  the  comjDany, 


|5,322 

44 

18,688 

96 

2,411 

65 

354 

48 

422 

15 

103 

50 

15 

00 

85 

00 

262 

80 

314 

52 

$27,980  50 
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Liabilities. 

Capital  stock, 

Notes  payable, 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


$15,000  00 

11,250  00 

1,154  05 

f27,404  05 
576  45 

$27,980  60 


HUDSON  ELECTRIC   LIGHT   COMPANY. 

Assets. 
Steam  plant,  .... 
Electric  plant,  .... 
Lines,  meters,  lamps  and  globes. 
Cash  on  hand,  .... 
Due  for  light  and  power,  . 
Stock  in  treasm-y. 

Total  assets,  as  per  books  of  the  company, 


Liabilities. 


Capital  stock. 
Notes  i^ayable. 
Unpaid  bills, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$1,365  77 

4,834  75 

6,058 

72 

356 

88 

261 

55 

8,975 

00 

$21,852 

67 

$15,000 

00 

5,584  85 

1,027 

73 

^21,612  58 
240  09 

521,852  67 


HYDE  PARK   ELECTRIC   COMPANY. 


Assets. 
Steam  plant. 
Electric  plant, 

Lines,  meters,  lamps  and  globes 
Due  for  light  and  power,    . 
Fuel  on  hand. 
Carbons  on  hand, 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand. 
Globes  on  hand,  . 
Unexpired  insurance,  . 

Total  assets,  as  j)er  books  of  the  company, 


$13,921  15 

35,394  78 

2L836  46 

3,687  16 

25  00 

30  00 

47  05 

75  00 

28  00 

400.00 

$75,444  60 
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Liabilities. 

Capital  stock, $25,000  00 

Notes  payable, 46,152  39 

Unpaid  bills, 1,577  92 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $72,730  31 

Profit  and  loss  balance, 2,714  29 


$75,444  60 


LEICESTER  ELECTRIC   COMPANY. 

Assets. 


Real  estate,    i 

Steam  plant,  \      '        '      . 

14,500  00 

Electric  plant,      .         .         .         .'       . 

6,456  65 

Cash  on  hand, . 

152  22 

Due  for  light  and  power, 

204  56 

Other  accounts  due  the  company, 

887  85 

Oil  and  waste  on  hand, 

12  88 

Other  materials  on  hand, 

15  11 

Construction  supplies, 

7,659  57 

Total  assets,  as  per  books  of  the  company, 

$19,888  84 

Profit  and  loss  balance, 

884  28 

Liabilities. 

$20,773  12 

Capital  stock, f  4,000  00 

Notes  payable, 8,900  00 

Unpaid  bills, 

7,873  12 

Total  liabilities,  as  per  books  of  the  company, 


),773  12 


THE  LOWELL  ELECTRIC   LIGHT  CORPORATION. 


Assets. 
E,eal  estate,  .... 
Steam  plant,         ... 
Electric  plant. 

Lines,  meters,  lamps  and  globes 
Cash  on  hand. 
Due  for  light  and  power,    . 
Fuel  on  hand, 
Carbons  on  hand, 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Globes  on  hand,  . 
Horses,  wagons,  etc.,  . 
Office  furniture,  . 

Total  assets,  as  per  books  of  the  company. 


$34,680  66 

28,762  20 

154,601  10 

27,851  16 

7,058  74 

5,132  36 

76  00 

60  00 

8  00 

42  00 

16  50 

100  00 

50  00 

,438  72 
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Liabilities. 
Caj^ital  stock,       ....... 

Notes  payable,     ....... 

Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$141,000  00 

84,000  00 

4,701  99 

,701  99 
28,736  73 

,438  72 


MALDEN   ELECTRIC   COMPANY. 

Assets. 

Real  estate, 

.      110,500  00 

Steam  plant,      } 

84,450  00 

Electric  plant,  S           *                 ..... 

Patent  rights, •     . 

55,000  00 

Lines,  poles  and  wire  construction,    .... 

60,000  00 

Cash  on  hand, 

2,643  81 

Due  for  light  and  power, 

4,383  44 

Other  accounts  due  the  company,       .... 

1,190  00 

Fuel  on  hand, 

801  50 

Horses,  wagons,  etc.,  .         .        .        . 

600  00 

Office  furniture, 

75  00 

Total  assets,  as  per  books  of  the  company. 

.    $219,643  25 

Liabilities. 

Capital  stock, 

.    1100,000  00 

Bonds  issued, 

80,000  00 

Notes  payable, 

30,000  00 

Unpaid  bills, 

3,554  68 

Total  liabilities,  as  per  books  of  the  company,  . 

.    1213,554  68 

6,088  57 

$219,643  25 

MARLBOROUGH  ELECTRIC   COMPANY. 

Assets. 
Real  estate,  . 
Steam  plant. 
Electric  plant. 

Lines,  meters,  lamps  and  globes 
Cash  on  hand, 
Due  for  light  and  power 
Fuel  on  hand. 
Carbons  on  hand. 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand. 
Globes  on  hand,  . 

Total  assets,  as  per  books  of  the  company. 


$3,557 

13 

7,876 

69 

22,389 

45 

14,340 

78 

621 

05 

824 

06 

196 

50 

72 

67 

23 

60 

95 

20 

24 

26 

),021  39 
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Liabilities. 

Capital  stock, $30,000  00 

Notes  payable, 16,250  00 

Unpaid  bills, 592  71 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $46,842  71 

Profit  and  loss  balance, .  3,178  68 


$50,021  39 


NATICK  ELECTRIC   COMPANY, 


Assets. 


Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes 

Cash  on  hand, 

Due  for  light  and  power, 

Carbons  on  hand, 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand 

Globes  on  hand,  . 

Othor  materials  on  hand, 


Total  assets,  as  per  books  of  the  company, 


15,860  00 

11,890  00 

17,640  00 

268  89 

778  92 

30  00 

27  00 

75  00 

5  00 

500  00 

$37,075  31 

Liabilities. 

Capital  stock,       .        .        .       ■ $15,700  00 

Notes  payable, 17,36140 

Unpaid  bills, 2,000  00 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,       ..... 


P35,061  40 
2,013  91 

?37,075  31 


NEWBURYPORT 

ELECTRIC 

LIGHT  AND  POWER  COMPANY. 

^ 

(Assets. 

Real  estate, . 
Steam  plant, 
Electric  plant. 
Lines,  meters,  lamps 
Cash  on  hand, 

and  globes, 

$8,490  79 
13,144  05 
21,780  77 
17,938  49 
370  11 
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Due  for  light  and  power,    . 

Fuel  on  hand, 

Carbons  on  hand. 

Oil  and  waste  on  hand. 

Incandescent  lamj^s  on  hand. 

Globes  on  hand,  . 

Other  materials  on  hand,     . 

Motors  on  hand,  . 

Horses,  wagons,  etc.,  . 

Office  fui'niture,  . 

Insurance  paid  in  advance. 

Total  assets,  as  per  books  of  the  company. 


$2,465  03 

188  00 

145  00 

10  00 

571  02 

65  00 

842  55 

1,337  75 

675  00 

46  22 

394  50 

,464  28 


Liabilities. 

Capital  stock,       .        .        ...        .        .        .        .         .     ^'.  $50,000  00 

Notes  payable, '  .  11,000  00 

Unpaid  bills, 4,079  78 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $65,079  78 

Profit  and  loss  balance 3,384  50 

f68,464  28 


NORTH  ADAMS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 


Assets. 
Steam  plant, 
Electric  plant, 

Lines,  meters,  lamjis  and  globes 
Cash  on  hand. 
Due  for  light  and  power,     . 
Carbons  on  hand, 
Oil  and  waste  on  hand. 
Incandescent  lamps  on  hand, 
Globes  on  hand,  . 
Other  materials  on  hand,     . 

Total  assets,  as  per  books  of  the  company, 


Liabilities. 


Capital  stock, 
Notes  payable, 
Unpaid  bills. 


11,810 

62 

4,810 

00 

6,265 

31 

01 

430 

13 

96 

00 

21 

50 

34  75 

34 

35 

47 

57 

$12,550 

24 

$7,500  00 

1,400 

00 

322 

13 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance,       .       • . 


^9,222  13 
3,328  11 


$12,550  24 
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NORTHAMPTON   ELECTRIC  LIGHTING   COMPANY. 


Assets. 


Real  estate, 

Steam  plant,     ) 

Electric  plant,  \ 

Lines,  meters,  lamps  and  globes, 

Cash  on  hand. 

Due  for  light  and  power,     . 

Fuel  on  hand. 

Oil  and  waste  on  hand. 

Other  materials  on  hand,     . 

Office  furniture,  . 

Insurance,    .... 


Total  assets,  as  per  books  of  the  company, 


$13,855 

42 

25,973  55 

35,372 

18 

2,002 

35 

984  81 

50 

00 

70 

00 

80 

38 

89 

80 

150  00. 

178,628 

49 

Liabilities. 

Capital  stock, $58,700  00 

Notes  payable,     .         .         .         .    ' 15,934  01 

Unpaid  bills, 1,684  46 

Total  liabilities,  as  per  books  of  the  company,  .        .  -      .  $76,318  47 

Profit  and  loss  balance,     • 2,310  02 

$78,628  49 


NORTH  ATTLEBOROUGH  STEAM  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $3,195  75 

Construction,        .         .         .         .         .         ,         .         .         .      ^  .  75,660  18 

Cash  on  hand, 2,207  35 

Due  for  light  and  power, 1,342  40 

Fuel  on  hand, 549  50 

Carbons  on  hand, 261  00 

Oil  and  waste  on  hand, 51  10 

Incandescent  lamps  on  hand, 303  75 

Globes  on  hand, 56  40 

Other  materials  on  hand, 122  00 

Motors  on  hand, .  2,422  40 

Office  furniture, 60  00 


Total  assets,  as  per  books  of  the  company. 


5,231  83 
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Liabilities. 

Capital  stock, $40,000  00 

Bonds  issued, 30,000  00 

Notes  payable, 7,500  00 

Unpaid  bills, 3,320  01 

Total  liabilities,  as  per  books  of  the  comiJany,  .        .        .  f  80,820  01 

Profit  and  loss  balance, 5,411  82 

$86,231  83 


NORTH  SHORE  ELECTRIC  COMPANY   (REVERE). 

Assets. 

Real  estate, $12,486  18 

Steam  plant 34,842  89 

Electric  plant, 52,354  02 

Patent  rights, 25,000  00 

Lines,  meters,  lamps  and  globes, 65,464  61 

Cash  on  hand, 162  05 

Due  for  light  and  power, 2,503  86 

Other  accounts  due  the  company, 363  60 

Material  on  hand, 4,516  77 

Fixtm'es  on  hand, 127  50 

Horses,  wagons,  etc., 205  50 

Office  furniture, 275  75 


Total  assets,  as  per  books  of  the  company,        .        .        .  $198,302  72 

Liabilities. 

Capital  stock, $80,000  00 

Bonds  issued, 75,000  00 

Notes  payable, 4,050  00 

Unpaid  bills, 87,267  62 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  f  196,317  62 

Profit  and  loss  balance, 1,985  10 

$198,302  72 


PITTSFIELD  ELECTRIC  LIGHT   COMPANY. 

Assets. 

Electric  plant,      .        .        , $21,810  17 

Cash  on  hand, 95  41 

Due  for  light  and  power,     .         .         .         .         .         .         .         .  1,199  50 

Carbons  on  hand, 44  00 

Globes  on  hand, 25  96 

Other  materials  on  hand, 120  00 

Total  assets,  as  per  books  of  the  company,        .        .        .  $23,295  04 
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Liabilities. 

Capital  stock, $5,000  00 

Notes  payable, 3,600  00 

Unpaid  bills, 4,007  26 

Interest  due,  but  not  paid, 210  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $12,817  26 

Profit  and  loss  balance, '  10,477  78 

$23,295  04 


PITTSFIELD   ILLUMINATING  COMPANY. 

Steam  plant, " $12,500  00 

Electric  plant, 15,000  00 

Lines,  meters,  lamps  and  globes, 11,826  68 

Cash  on  hand, 23  00 

Due  for  light  and  power, .        .        .  2,337  12 

Fuel  on  hand, .  44  00 

Oil  and  waste  on  hand, .  35  00 

Other  materials  on  hand, 1,755  68 

Total  assets,  as  per  books  of  the  company,        .        .        .  |43,521  48 

Liabilities. 

Capital  stock, $25,000  00 

Notes  payable, 12,642  54 

Unpaid  bills, 2,665  12 

Amounts  due  from  the  company,  not  included  above,       .        .  2,350  56 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  |42,658  22 

Profit  and  loss  balance, 863  26 


$43,521  48 


QUINCY  ELECTRIC  LIGHT  AND   POWER   COMPANY. 

Assets 

Real  estate,  .        .        .        .        .        .       ' $9,588  14 

Steam  plant. 

Electric  plant. 

Lines,  meters,  lamps  and  globes 

Cash  on  hand, 

Due  for  light  and  power,    . 

Carbons  on  hand. 

Oil  and  waste  on  hand, 

Globes  on  hand,  . 

Other  materials  on  hand,     . 

Horses,  wagons,  etc.,  . 

Office  furniture,  . 

Total  assets,  as  per  books  of  the  company. 


10,580  00 

12,555 

00 

30,926 

00 

2,104 

21 

104 

68 

35 

00 

48 

00 

29 

00 

991 

00 

395  00 

74 

00 

f67,430 

85 
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Liabilities. 

Capital  stock, .  |42,150  00 

Notes  payable, 18,474  11 

Unpaid  bills, 5,000  00 

Unpaid  dividends, 1,050  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $66,674  11 

Profit  and  loss  balance, 756  74 

$67,430  85 


SALEM   ELECTRIC  LIGHTING   COMPANY. 

Assets. 

Real  estate, $32,721  58 

Construction, 82,880  63 

Peabody  Street  plant 11,920  78 

Franchise, '     .        .        .        .  10,000  00 

Cash  on  hand, 15,783  27 

Due  for  light  and  power,    .        .    )  r  ooq  ^n 
Other  accounts  due  the  company,  S    "        *        ' 

Office  furniture, 100  00 

Investments, 5,000  00 

Total  assets,  as  per  books  of  the  company,         .        .        .  $163,745  78 

Liabilities. 

Capital  stock, $140,000  00 

Unpaid  bills, 9,081  59 

Reserved  fund,    .         .        . 4,161  35 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  $153,242  94 

Profit  and  loss  balance, 10,502  84 

$163,745  78 


SOUTHBRIDGE  ELECTRIC   COMPANY. 

Assets. 
Real  estate,  .... 
Steam  plant. 
Electric  plant. 

Lines,  meters,  lamps  and  globes 
Cash  on  hand, 
Carbons  on  hand, 
Oil  and  w^aste  on  hand. 
Incandescent  lamps  on  hand. 
Globes  on  hand,  . 
Horses,  wagons,  etc  ,  . 
Office  furniture,  . 

Total  assets,  as  per  books  of  the  company, 


$3,622  91 

9,351 

69 

11,929 

38 

11,665 

90 

517 

54 

37 

50 

39 

70 

15 

00 

19 

00 

235 

00 

54 

00 

$37,487 

52 
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Liabilities. 

Capital  stock, f  25,000  00 

Notes  payable, 10,000  00 

Total  liabilities,  as  per  books  of  the  company,   .        .        .  f  35,000  00 

Profit  and  loss  balance, 2,487  52 


r,487  62 


SOUTH  HADLEY  FALLS  ELECTRIC   LIGHT   COMPANY. 

Assets. 

Steam  plant,        .        .        .■ $1,249  71 

Electric  plant 5,236  59 

Lines,  meters,  lamps  and  globes, 4,248  82 

Due  for  light  and  power, 280  50 

Other  accounts  due  the  company, 309  00 

Incandescent  lamps  on  hand,      . 314  00 

Other  materials  on  hand,     .        .        .        .        .        ....  400  00 

Total  assets,  as  per  books  of  the  company,        .        .        .  $12,038  62 

Liabilities. 

Capital  stock, |7,000  00 

Notes  payable, ,     .        .        .  2,200  00 

Unpaid  bills,        . 700  00 

Amounts  due  from  the  company,  not  included  above,       .        .  2,138  62 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  |12,038  62 


TAUNTON  ELECTRIC   LIGHTING  COMPANY. 

Assets. 

Real  estate, f4,000  00 

Steam  plant, 10,000  00 

Electric  plant, 14,000  00 

Lines,  meters,  lamps  and  globes, 10,000  00 

Cash  on  hand, 1,001  55 

Other  accounts  due  the  company, 10  00 

Fuel  on  hand, 10  00 

Carbons  on  hand, 10  00 

Oil  and  waste  on  hand, 20  00 

Incandescent  lamps  on  hand, 12  00 

Other  materials  on  hand, 20  00 

Fixtures  on  hand, 25  00 

Total  assets,  as  per  books  of  the  company,        ...  |39,180  55 
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Liabilities. 

Capital  stock, $30,000  00 

Notes  payable, ■  4,000  00 

Unpaid  bills,        .        .        .   , 500  00 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $34,500  00 

Profit  and  loss  balance, 4,608  55 


$39,1-08  55 


UNITED  ELECTRIC  LIGHT  COMPANY   (SPRINGFIELD). 

Assets. 

Real  estate,  .        .      ■  .        .    ' $50,704  67 

Steam  plant, 39,860  41 

Electric  plant, 120,205  61 

Lines,  meters,  lamps  and  globes, 47,023  90 

Due  for  light  and  power, 10,483  08 

Other  accomits  due  the  company, 17,446  17 

Fuel  on  hand, 631  20 

Carbons  on  hand, 363  17 

Oil  and  waste  on  hand, 109  61 

Incandescent  lamps  on  hand, 5,344  31 

Globes  on  hand, 144  25 

Motors  on  hand, 6,420  89 

Fixtures  on  hand,  station  property, 5,186  63 

Office  furniture, 467  10 

Investments, 2,602  69 

Total  assets,  as  per  books  of  the  company,        .        .        .  f306,993  69 

Profit  and  loss  balance, 1,593  70 


308,587  39 


Liabilities. 

Capital  stock $150,000  00 

Notes  payable 130,508  58 

Unpaid  bills, 26,836  64 

Unpaid  dividends, 13  50 

Amounts  due  from  company,  not  included  above,      .        .        .  1,228  67 


Total  liabilities,  as  per  books  of  the  company,   .        .        .   $308,587  39 
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WARE   ELECTRIC  LIGHT  COMPANY. 


Assets. 


Real  estate, 

Steam  plant, 

Electric  plant, 

Lines,  meters,  lamps  and  globes 

Cash  on  hand, 

Fuel  on  hand, 

Cai'bons  on  hand, 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand 

Globes  on  hand,  . 

Other  materials  on  hand, 

Office  fm'nitiire,  . 


Total  assets,  as  per  books  of  the  company, 


$1,800  00 

3,000 

00 

8,800 

00 

11,199 

83 

1,034 

93 

27 

50 

80 

00 

8 

50 

37 

50 

1 

50 

147 

84 

15 

00 

125,602  10 

Liabilities. 

Capital  stock, $15,000  00 

Unpaid  bills, 9,299  83 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $24,299  83 

Profit  and  loss  balance, "     .  1,302  27 


$25,602  10 


WACHUSETT  ELECTRIC   LIGHT   COMPANY  (FITCHBURG). 

Assets. 
Real  estate,     "^ 

Steam  plant,     •  -.^„  .„„  „« 

t:,,     ,  .          ',    ^ $66,586  30 

Electric  plant,  ! 

Patent  rights,  j 

Lines,  meters,  lamps  and  globes, 68,032  59 

Cash  on  hand, 55  53 

Due  for  light  and  power, 935  48 

Other  accounts  due  the  company, 1,000  00 

Fuel  on  hand, 180  00 

Carbons  on  hand, 120  00 

Incandescent  lamps  on  hand, 287  50 

Globes  on  hand, 27  20 


Total  assets,  as  per  books  of  the  company. 


5137,174  55 
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Liabilities. 

Capital  stock, .    $100,000  00 

Notes  payable, 33,000  00 

Total  liabilities,  as  fier  books  of  the  company,  .        .        .   $133,000  00 
Profit  aad  loss  balance, 4,174  65 

^174  65 


WESTBOROUGH  ELECTRIC   LIGHT  AND   POWER  COMPANY. 


Assets. 


Real  estate, 

Steam  jjlant,  .... 
Electric  plant,  .... 
Patent  rights,  .... 
Lines,  meters,  lamps  and  globes. 

Cash  on  hand, 

Due  for  light  and  power,    . 
Other  accounts  due  the  company. 
Other  materials  on  hand,     . 


Total  assets,  as  per  books  of  the  company. 


$5,735 

28 

3,652 

08 

8,225 

04 

4,500 

00 

10,184  76 

277 

71 

400 

00 

20 

00 

821 

95 

5,816  82 


Liabilities. 

Capital  stock,      ".        . ' $17,760  00 

Notes  payable, 15,000  00 

Unpaid  bills, 847  82 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


5,607  82 
209  00 


$33,816  82 


WHITMAN  ELECTRIC   COMPANY. 

Assets. 

Steam  plant, $1,235  00 

Electric  plant, 6,135  00 

Lines,  meters,  lamps  and  globes, 10,611  11 

Cash  on  hand, 3,350  27 

Fuel  on  hand, 721  00 

Carbons  on  hand, 53  90 

Oil  and  waste  on  hand, 39  6 1 

Total  assets,  as  per  books  of  the  company,         .        .        .  $22,142  89 

Profit  and  loss  balance, 199  35 

$22,342  24 
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Liabilities. 

Capital  stock, $20,000  00 

Unpaid  bills 2,342  24 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $22,342  24 


WOBURN  ELECTRIC   LIGHT   COMPANY. 

Assets. 

Real  estate, $16,761  53 

Steam  plant, 16,231  67 

Electric  plant, 30,212  18 

Patent  rights, 6,000  00 

Lines,  meters,  lamps  and  globes,        .......  55,609  15 

Cash  on  hand, 255  77 

Due  for  light  and  jDOwer, 1,783  07 

Other  accounts  due  the  company, 2,539  37 

Fuel  on  hand, 1,500  00 

Carbons  on  hand, 50  00 

Oil  and  waste  on  hand, 40  00 

Incandescent  lamps  on  hand, •     .        •  200  00 

Globes  on  hand, 15  00 

Total  assets,  as  per  books  of  the  company,         .        .        .  $131,197  74 

Profit  and  loss  balance, 1,579  85 

1132,777  59 

Liabilities. 

Capital  stock $60,000  00 

Bonds  issued, ■  35,000  00 

Notes  payable, 26,040  37 

Unpaid  bills, 11,737  22 

Total  liabilities,  as  per  books  of  the  company,  .        .        .  $132,777  59 


WORCESTER  ELECTRIC  LIGHT   COMPANY. 

Assets. 

Real  estate,  ....                 ......  $24,163  00 

Steam  plant, 19,990  00 

•Electric  plant, 32,587  11 

Lines,  meters,  lamps  and  globes,        .        .        .        .        .        .  42,760  81 
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Cash  on  hand, $1,243  15 

Due  for  light  and  power, 6,446  44 

Other  accounts  due  the  company, 81  12 

Fuel  on  hand, 115  00 

Carbons  on  hand, 567  00 

Incandescent  lamps  on  hand, 37  50 

Globes  on  hand, 250  00 

Other  materials  on  hand, 8,181  45 

Fixtures  on  hand, .        .  1,120  43 

Office  furniture, 262  73 

Total  assets,  as  per  books  of  the  company,        .        .        .  f  131,805  74 


Liabilities. 

Capital  stock, $125,000  00 

Unpaid  bills, 3,374  36 

Total  liabilities,  as  per  books  of  the  company,  .        .         .    $128,374  36 
Profit  and  loss  balance, 3,431  38 

$131,805  74 
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"            "       electric  light  companies, 181 
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"         "            "          per  thousand  feet  sold, 38 
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Corporate  names,  gas  companies, . 
Customers,  number  of  electric  light,     . 
Daily  output  of  gas,  greatest  and  least, 
Danvers,  petition  of  Gas  Light  Company, 
Davis,  F.  R  ,  appeal  of,  . 
Dedham  and  Hyde  Park  Gas  and  Electric 

ham  Electric  Company, 
Dividends,  electric  light  companies. 
Dividends,  gas  companies. 
Dynamo  capacity,  maximum, 

Electric  light, 

"  "      authorization  of  gas  compani 

"  "      companies, 

boilers, . 
dynamos, 
engines, 
system  used, 
water  power, 

Enrichers, 

Fitchburg,  petition  of  Gas  Company,    . 
Gas  companies  supplying  electric  lights, 
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